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ssrart - IV-A 


sSorietado, s&aesbsrad, ©^sgesoD 6 nn, jono (es^cdboss OF, dd stefc nFSi. 3 ) 


do. noses 


?rc39S'£3^ cDQtird pdEjS 

dadbosdde aqrad f8e£ 


oe£> s^eofeS Efrori - 2 

(FSc>od£)d srarbc) gdd .S^cdortefl dosoo^dd Esssira^p E±ra&^) 
Efredbsrad, dFcrood lode es&roeeoo 6 , 2010 


doa3g: 59 
eS33FG3c>ddb: 


69ddr^ 6988F doa3g 1/2010 

1) &e 88.CDS3®. ojb&odi/adsS, 

' ^ GO 

HrasjffBori etjdtrf cOBOdbdcb, 

o» 

epc>dv3ea±> sadsB stowf, 

dess® &raes3®E- dd, sSorteUacb 


sd>ri 

-Q- 

d.vSsreQrigb 

1) Be e^o.dderaorossacdbF, dqrodde^ ddd^dD, agjdEdfP deg, 

2) Be rioeisao d,d de^cd, draddejc) dddpb, jssrid ded, 

3) Be esdod esoi/c),e63do^, d<^dd<£jc) dddodD, rodeaad ded, 

7 w 4 7 ' ' d 7 eA ^ 

4) S? zjao^od 2S3d3acLra«£ > , £ 1533 ^ 2,33 Kfcfc^d:, esd2 i 33i£) g?g, 

5) C53II eortsS ^3edF2^ed: e3c\3®. (£)q33c^2 i 33 Sfcfc^Cb, ■goS 

6) 8? 2^de25br1®C^ <3o23®. 53fi, &BCJ33odoj2^33 ojCjoBBj, 53(de33C^ 

7) §? ^ dodo/b, abcpScdcd2^Jc) ddcv^Ob, d.2o.e£>ip^ deg, 

8) Be dos3oodsx)<£)o dradde^c) ddd.do, djc^enso ded, 

9) Be gDo.<£). cvwIdss&d, eDcj^sddspc) ddd^dD, dodDodo deg, 

10) Be zctedsB dodd ro^d, &bc3c)dd2Jc> dddoOb, soddd 23ddee3c)£l deg, 

11) Be Bddd^d cssajb^, depadde^ ddd^dD, deddbdr deg, 

12) Be dddoad aracdb^ (crae&Dd^d) ebcpsddepc) ddd^d), dbddbd deg 

13) Be ades 6 .©^. dodde^oded^d, ©bcpadd^ ddd^ab, e^dosa^ deg, 
eJcOcJedc^;— 

Se zS.eSKj®. abaoiirad^, s±oso^3bo|lrtet) assrLra zpdtf&eo±> 2acd®3 eD363Foi) sssjBsorteftjcS tvdtxbtiodri ■gedd:, 
as33od 6.10.2010docd: ds 3«s*r1 rod&d ros&d5±>. 2<33d*§eai) FdoaBcpsdcd slaved lOd&ccbs!) esctfaoFrtjatff&SeSodD 

°i • * ep oo 

e52§Foi)cd:, ^sSRjcbssd. ds eszgFoi) 2 &ras!r> edrad, O32d,e03e3cb s£>2§FC33d6ii 2 odd eddcd edDccbd:, art^^cfassd. 

oioo_o a a w w _o _o 


233^d dottidcri&j 

1. Se a30.&.dfCc0532530i)F, fflq33dS)K33 dcSd,d:, aloS33,^ 

2. Be djseisao d,d de^OsdD, dddodD, ^dd ded, 

3. Be e^dod e^dj^e^bdo^, abcj^sddspc) ddd^dD, ^sdeaad deg, 

4. Be ejaodod ^dddjs^, obraddejs dddodD, esde^&b ded, 

5. C5QII eode3 ^jadre^dD dcpsddepc) ddd^db, deg, 

6. Be dddbr^d 3025 ^. abcpsddzjc) dddodb, s^dsaad ded, 

7. Be dj. dodo/b, eDcj^ddspc) ddd^dD, d.^S.o^ip^ deg, 

8. Be dos3oodsx)<£)o dradde^ ddd.do, djs^enao ded. 

w d ' • a ’ eA ^ 
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9. Be e^o.©b. carfare)2d3, <Dnjdo3Z)2Jz) cbdcbodD, cdodborlo 7§eS>, 

w ’ ' * a 7 eA w 7 

10. Be rsjOrfej 55>^§EL £)ZZ)dctfZjZJz) c\jdc\l do, 20F\jdd ZJdrf<?eJz)Q> €?&>, 

w%> 2 j eJ eA ' * O’ eA w 7 

11. Be Bddr^d cJdCtijZfi, £)ZZ)dctiFj 22 d cbdcbodl), C3< ?©bdbr)F €?&>, 

w ’ ' ' Z) 7 eA w 7 

12. Be ddojoab ©racdb^ (osesor^d) ©bcpcdde^ sfefegdb, ?dddbd 

13. Be aSes 6 .*)^. do£de!)or1er^d, ©bradsfora ddd.dD, ^dbases $e;b, 

3s sszgFodda, dzsadefr! 3s£83 eszgFoiae!) 5ac33d dtoadrl^r! d^sWs;^® ssaS dsadea: ssds83, 

°i d co \j 7 

zsa8 daedad ^da&rba^eoafsd. 3s 3o20ods3aft ssaS daedaed 3jas63s;5 e 3e3 d^ssadri^r! 10.10.20103 3oz3 

W 0 * 00 W 

5.00 riodccLra^ii 3d:) ss^sdef 3e23eao 3m33oeftd. 

6 eA co 

£>S5ao£ 9.10.2010dod: 3s slraey?^® dead 3 s fo*5ae§&d d$e3adrteb 3d: dSsead daasaao3d 

ss^sdeiairaodda, 3e33da®ad. 3d8 es3sdcfo±)3a, £d3de3 3s£83oeftd. Qs5ao£ 09.10.2010 dod: d&ssadrW &ras83o:to 
dasdrl Si^delQitd^ £>S5ao£ 10.10.2010 esodd, 'god: daq^ai 3.00 rio&Srl daaodradoefid. 3s doeooqfeaaft 
eszgFcaadSr! zbati fdLrse63eFdc3o, 3sd:do3 ssds83eaaft3a. «£>2§FC3add dd dSsead: d:3a e£>2§Fode!) eacS&d dtooQrfe* 
©bd ©b-8-eodb 300 23 os fb ^©bb ©bedded cb ©rocbrl^cdb, edbo^rodo^d. ©3b;bb dbde^Ocdbd ©bjsd^ csssoebrl^cdix cbe^rodD^d. 

4l oi-O-O© oiOO-D 

ef)2§rc30dd esscroodrteto ds $«5^ocdo^ ^dDdd. 

sf>. ef)2§Fcdbe!) ^)d)ojd ibJtoSrb'sb e^d^ecdb ei)d^d 2008d edaradclojbe!) ^$foj s^f^ 

dcaa33dr! ssaibdaaftdasad. eszgFCsadd:, zaadDsd: 233sa eoa&3Fda se3eao3 d£d saaod^oeft 3&aaF3ad:3£)od 

6 -° ©A 

ssdadaaftda, da3a ro3£d eoeadod oa23,d daaaa,dao3r> ,! Paft 3eaFd 3d3a3dasad. Sosftdasaari Qsraoe 1 5.10.2010doda 
e£>2§Fod^ 5ac§Rjd d^eoad ssa^d: aaea^sBaSri dsie^sodsdj ^e3o) e£>2§FC3add sSe^d 232S& K)5aFd| dozoe: 
Sooddacddcsaft ^^Rjcdsad. 3s doeoodsd, sa^eaorld^d asarlra d^d oiraFcddods, esadd: dddded eoodb 
de^dd dxrae:£ aoad^scd Klodpadd 10s3s escdeooddd:, sroeao&^d:, 'gdd: 3drae:^ 3d: 3dd3dd:, ^db&ra^exi 
2Jc)^Gc)fbd3s^d. ^eSb ©bbc)^©boc3, abjcicj^abb 3oc)rt) ebcbb^arod ©bbs^ibbcde^ ibjc)d^G3c)cb sbe^^rl^cbb^ 

o3d£>rt%b ds Fjoeooqtosft o)e^d3^d. ds ^dra^od ^ddD £)cpFjd^ddod e^ddFri^^Fjede^odb ^seOdD^sd. 

ef)23FO±)e3 13 ©dod dbed ^ojd dvia^drl^ 1 ©ddD 12 d aojsd^fb 

OO W 0 w _o 

09.10.2010dod: d3ee:d dxrae:^ 33, dxiod sasaoaft ss&dcicd:3:, 3e3^d:, esdd 5a3cdF 3s 6?3 'gcd^d. «£>2§FC3add 
e52§F0d dosd 3ede:M 3ja?y3: 103s es3:20odd ei>aode3 dra&Rjd 3odsdad^3^3:, srooo&^d:, ese3 aoS^e:&3 7 
Q33^ ef>d5add3^ ^raycbe^de:. d^eoadrt^: 6.10.2010dod: doa3^ Daz^eoaoert s^od: d3d3^ ^raKcd, ?5 d3d 
sro^ z^art 3s Ss3 'gdadd. d^oadcdo zZ>'&&> 0 ±) E5a3^oaft ssofbcdaftda^d: 33 5 dd: t3 ei>2§FC3add 3s3 ) 3>d 3eaFdd 
eo3 2^da3d3aaftcd, eoa^d^ z^ssassad, 3233 d^e0a3, ss^isad d:d:doiras3 duosadegirt^: 3dc±oicd, 35aFdd3^ 
3d3igo esroaq^eoaficd, e£>2§FC3add: 233d d2?a3d3^ ^^d:&raoad:5ad. wddod, oaza^d asarb 233d So^dj^cfiood sa3: 
e52§FC3add 3s3j3d 3saFd| dosoe: 8ooddd:^ra^b3s3. asarlra daqjj ddsS3ds^od: &ras6^raoad:5ad. 3s d3e^j 
zrad^scd 3odpa3d 103s ssdaeoodd esaodeS e53aoF^rira^3:d sood^de!) 3sdFdo±rarbd]ae:. d:3: 5a3^>33 
cb^obbe3 ©bs^oddirorlbGdi^o ©2>odjc) ©b^iro^rodb^sd. 

0 ei CO eA v - / co w _o 

ef)22FC3c)ddD ?be3ojd ef)22F dbdDrfedaod ^s^db, <^db lOcde dOdedd ef)^ode3 eodDdido ©dsb ds Oe$a±> 

oo o o 7 ep‘ oo^oo-o 

doeoodcdj ^ddD^^e^db dc^ Fx)o©bcpc)(xd ab53fbdDdd, db^D ds OevBcd doeoodd^ e^i^e^O dboso^dDo^od cde^dd 
Fj^QFddod 2oo^r1d3^0^3djdj d^soddiroribdjdododb d^irodrodD^d. ef>d^ djc)d^©3c)d dvS^c) d^dclrb^ erodd 
2^a3rt^3^ 3dxradRj 35aFdeg) z^esapaddeS ^radfld eaod: sfsoad^dasad. d^esadrt^: eSzS&od es^^Fedbaft 
ssofbodaftd: 33,sraftd:, d^d So3d,&cf)ood 3s Ss^cd ^d:d3:, ^riraoadadicoaft da&s^S^dasad. 3d: ss^sdelcde!) 
dsrao^ 11.10.2010dod: 3dcde3dad dsa3 d:3 cdad3 3od2dFde3 3da3a, 2,ra3dSo3do^ 3dcdod srodsddod 3s 

ii 1 co & =i ' Q 

s52§F0d3a, 3e33oaftdca:od: ds^dasad. 

oi 00 —D 

?5^sdclo±)3:, 3e3Rjd £>oa d^eoadd^ ^sdclcda Kjaoaodd^a 'gds t?fld:3d. 

eA °c co oo w eA -° 

3s 2o3ddae3 ei>2§FC3adda aos^dado^ d^esadrt^a 3d: dpa332,ja 3d3,3dod esddFrira^eaa 
2jaq|oaftC5ado3:s eaod: d5rtc^3ds5aftd. 

3s d3 s£>2§Fcdad sac$3d d^saadrt^ ^ 13s d^ssad Ss a50.&. dscaasassaodF aaarlra 123s d^&sad Ss 
3d^od saaode® (oazaar^d) 'gdda 3sd d^sea daasoao3d aoazaoaft 3s 8s3od aos^^oddaj 3^dasad. dsaao^ 
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6.10.2010dot±i da^ d& ■gcba adasbj roe^&B^Qrl d^ifobe^a: ddd d^atbdd. srasb d53Fd| &rakloda doeoodssbj 
ssadd: ddcbododa eradedebSe:. 5535 b eszgFesadd d?ddd deaFdd sod dod^reF £>rod aobsoQdbdesS. 53353 b eM, 
aosrljc) rl^eijsde!) ero^d dltodrM) ajadodjci e^ode rt>oi3c)ft ©dradjsera RfesrdSfcix g&MzLrdtcd, <£>oci) 

CO Q W CO Oi 

So? 1 ^ 2 o.^.gDc\ 5^ d£d fNjarodp soss^.SI. ^d^df^Gdoddd 55d?ddo^ dsJ?\jocdd ode)did? cNj^ord^ dosoo d^d^edd 

eA & 2> <d eJ^ej^-o 

(\)raroddcd, ^rtcdb&^oafcfo. cvsscdb <sf)dcd, ^odjsrar^^ ddjsedojd. ^ddo^d &ddj <°f)e3od dd^-dddo so^oded, 
dscdv^dis’d. chords cvj^srd^ dosooded, do^dSIcoob^d. soords dd, edf^d ^dDddb, &<ddd<?£odo ^is’^dso^dD^sd. 

_D Q 6 °C SX-O —D oi W oi g) _C 

5f)de 0e$ 12de d^©3sd dsd ^eSrcdd:, b€)b assaoissoOd d^ddb, deedd doddrde!) djsed dodd dosdos^d. 

W oi CO 2) W oi ‘CO 

ddd dsaFd^ d?&tbd aoeoudsb, Sooddobod srodedaSe:. ddd deaFdd ear! dod^>raF ateedabdefibod: D^dcbsad. 

ds dd ^2oFC3odd dd©jsf^ spod^fod 2od^s d^d osssc^cj^dsd Bp ^.e0?\3^. -dsdddddd ddjocs dddpoddb^ 
dDd djsd^i^od $od rasodd^db, ddojd^od. -ds ^ejs dvSsssddd^ Soddadd ^sdjsdbd^dD, dOBeddosf^ dbsb 

_o w °i CO —o COW cico °i -o 

tfdddsb, dod^>raFa33ft dSSeeSduaftd. ds 2od,dobe3 sroddesarbd esodrfeb ds 3«s^odod 'gebdd. 

oi oi CO ep -o 

1. eszgFcaadab sssoaQ^cbdod ddssaQri'sb zpadd dodepedd 10s5e essbeooqid d 82 |eq 3 d soa^ae 2(l)(d) es&ccbd 
abepeddzj33 ddd,d£5od ©daFdrirao&cbsadabe? 

2. ddasaQrteb esSedgSabd) d^ebdod ssdSrt 7 fbdrte* eauadsad &racbd esdsadlbdabe? 

w eA co 

ds abasacseodri^r! ds 3«s*fsd TOdrert'&raoQr! 5535 b eroded eoobd:ded: 

1. e£>2§FC33dd «£>2§F eS)3b 35^5333^^ S^edcf abdb a33d£)a33Cd(i^ ©Odrl^OCd ds g&Plcti £)&jo£>r)*s i Z3f) 'gdocdrt^d 

-O w eA -° o -° CO 

0±!3e^)C3? ebeSad 'SCbe^ao. 

1. sd^ssaarj^ 2008d apad^z^a sissasbclabsS 23zS& esa^.d «£>d,aFoijaft daFoj apaddd dad,oaft 

w *• to ‘ e) * © • ej* *‘a 

^obebjaftebsad. 

6 -» 

2. e£> 2 §Fcaadd: dddodd ssadsaort ed^a drfabsS a^a ssaedb^oaft, aa:so,a:o>§rtTOft, d?a:^rliaoa: deaFd dad 

gA • co eA O w 7 

aoaacbsad. a^esaart^b 'gad ssccbabisb, eaoa^> adLraeadao csarlra doa^raFS3aft Eo&&raoad:5ad. 

-ow 6 °i r Q CO eJ-o 

s£>aFC3add: a^a sSedjda, dsaFda 53aab^oaftd:eg)a: a:d: a^esaart^ z3oeoo a:d: io&iioliaoaii 

dsaFdadj, daajDb^a: cj&jf coaaa esodeoafta. 

2o?ftas3, a^ssaart^b ssofbobaa a^a ded,da deaFd^ doEoo Sooaaa: a^F^abaa: lOsSe essbwoaa 
croaoasScaaftcbdaofbf saoeojasb, a8rtc§da?5artida. ds anydeS dsjasi oazs^eDaad: ssaFesadSii dsb2od&raW ada 

co • -o °i -o ei <6> s> so ei ^ 

Sida: s3a^,rt^5±), srod?s0a:d?55.. 

a °i co —o 

Letters from 14 BJP MLAs and 5 independent MLAs have been submitted to me today, 
withdrawing their support to the Government. List of MLAs whose letters were submitted is enclosed. This 
includes 7 Ministers in the Government at the time of submitting the letter. Considering the relative 
strengths of different groups in Karnataka Legislative Assembly with the withdrawal of support by 19 
Members, a reasonable doubt has arisen about the support your Government enjoys in the Legislative 
Assembly. 

oae^srood ad£>oa ef>z§FC3add: da^ aoeooasbj d5ad| cboadobodesS aioeaoesaft aoe^cbega: ds^ssaftebda. 
adesaQrW ada «qjada0 ef>2§FC3add dffaFde^) asadasbj/soa^abdasbj c^aasdaf^ oa^ oazs^eoaigdb ad 
de^esarbda. adesaSrt^b 1 abd3 12 s5p adasaSrt^ aobadsafi oazSjeOae38r? sae^) dosoo ssaafG® aacdboa 
doa^FasS ®ae^) deaFd| aoeooasbj Sooaaacbegjasbj da:^F^&raoacb5ad. oazSjeoaad adQoa asarba 'gad 
da:qjF55o8ooa iooa: esod de^esarbe^aesSoad, s^JgoaSoa ssabccbaft sadsaort a^a 53aob^8oa dsJdssaa 

dsaFdasb, jsa&diija^daaeS da: Eo&dabsb, a)ea, a:d: aoeooasb, <3ea, esoda draFd^ aoeoe: Sooadodca airae:^ 

cc cp co^ej4 , _D =i 7 6 

da: dadoSooa a^a dad,dasb, d'gsSoSooa zSKcbsad, szomcb da&saftcbda. 

oaa^sjae:8rt adasbj d^da dodd ^53aF&l^aoa riraessa, a:ddd ^dri^rl dd^> adoaart^b sa^ ad^e^ 
rboa: eaoa^) saa Eofoafia:, dsaFd^ aoeoaasb, aoaaabod?aoa: sliae&dcbsad eaoeooasb, e52§Fcaadd: ae^db, 
esa# adsa af^^rt^sb, dsSda:, a:d: aa:,53add^e!) deaa a?^^o±i5b, dd, rta:d^ do£>a:, esart^sb, ad^saart^b 

6 w oicoo’-oa^co °i ci 6 o’^oiw 

©e:rt«facbaae:. 

CO ^ CO 
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&3jO±)&£e33fs sraslra 'go^ao adM^rWsbj 3s aJissaQrt'sb &ec£)3de 'gab^eisb i rte±i<x)rf:$c3?s3. 

a>Be3c)£>r>'sb crazed ■gid^ocS) srigsrori z3.£l.(c£>rG®)si ^fcfc|&raoQr> asarira esaab^oaci Se aoz^.a.&e±©d^&^abe3d^of5r> 
zocj 0 ojffSFd dz3t\bed zori edJSBb^s! ddojdbe^)d3 cborlra dcjdodd oddsisd radraira 3srt SoOeddcd zfozoo&j3y sscisijrdb 
eddabo&S edd,cS:e 'go&Socb irad erfltoeirfeti aSe^ddozo esaddcd, dDesaQri'sb esurt^QabsAQo. ■sjdS sirad^esafs 

woicd W O oiw CO ^ CO 6 

adsdedrt^ dddrt^b irad rfcbaWoaftrf. z3.d.& roz5c>,c±£d dzS^cbd dedrara d^ds3 s&SsroQrteb z^od: rboeoafs 
dd^, rirafsoc) s£i&3d ^drt^d alrafftcd, Se a6z3C&.*s±rad;sg(£o, rozss^i^gdo, d.d(Si?^), &otf& 3£ 'gddLraodd 
TOc^Rjdraodd:, asarira dsaFdd dtdd dpaddzdodeS esz§F de^cbd £)ro;3 eSdj^S dcddsoaft s±)3 doacSo^bdcsaft 
aSe^S draycd^d: d:3b z £.&.(&>?&) sraod^oad Se ze^oea® ssdcs® saas^dddLoodd dd^srad dosd^dori^e3 
radRj&raod: zded z3ed eruscbri^rl ^d'sb^didj dsd ddoara eds!cd€> degrlra^Rjcd, 'gdcdj d^esadrt^b 
esurt^Qa&nliQo. d^ssadrl^: zsccbairaft z3.d.& d^d crazsaddd: ds3Rjd:d ddoara ddds3 sdtosQri'sb d 'gdcSood 

CO ^ CO w 6 eA '£>eA co w w co w <£ Zs 

d^d dddddcd, zdWcbsad. assrlra 3s eadraraft 'gdd: dodcoadd esdazood lOd esdcdeS esddF^rlraodcbsadod: 

eA ^ <d <* ei -° 6 * * co -° 

GCjeZxJdCQ S!j^c 323 J^rodD^d. 

W W CO -o 

^o^jradd lOcde e^dosoodiddi 52cde $c±)£d& sfesd 01-03-19850od ^edFdrira^ocjftd. lOcde 

dOdedde!) s^oc) 2(1)(<£>) drod oiradde aDcpscdsfeJc) csRft ^eJcOood sftdcvi), ^jsdcde!) <sf>dc& Fjd^dod 

^)C0O v /v 7 w 2J ' ' «j &j eA °t CO O iJ 

^cdSoFfdjS^d^Scd. 2Jc)d^ c\jOe0CZ)c)cdd lOcdf dO^dedccvX CdJSed SFSdCQSiDft Jici)iC>£^ edJc)^ oJ^0r\jOc)f^c3 ©DOSOOCdcdD, 
%>-£>'• ^ °i 6 0 

d5rtc^dz3?5aftd:^d. zpad^d dzsadzd^ d,d^abs3 btf$ ^arlra dd^oddo, sacdo&ra'sbd zrodfddod, dzsadzdd 
d^od^do, dacdod zrodfddod zadQod z^odcdad dsaFddzS, dssaddfd, ddcdod zrodfddod, ^arira deao^d 
dcdftri dd? dd? deaFddsdj es^drlra^^ddo^ao d^d^ ^ocdzocdegjddod 'go^d edazddcdj £)a3a5£j, zscdodad 
esd-dFrlsd zadcO esde^ asarlra SQe^rt zsododad d^dz3 dnocdddd:, zedd dssad^ dcddodd Se^cds!) 

•O' eA eA 6 6 eA co 7 cd 6 co 

dcido^ 0 od) eooSdDegdOcxd ^o^ao ^sioec^edc^ (Mischief) (\)©3c)0oj z^o c±> c^q^, ^rlrs 23cdd 

(\)OC^(d ^erO^ao c\j5x)Fdedcd3, c\x)(&cO, odcde odc5c Z^aTOedcIcdbcdD, cddc\l)i^0^ao id-§-o33Cdbcd3, ^SjcoZX) 7oO£)U5dc$ZZ) 10c\5<? 

eA 6 °i qo °i °i eJ • 

essdzooddsd, ^eSdoaftd. 8os5,dods3 d£dre£ dfd;^® cdaeo® doddd:, r1d:dds3&d ssa,soa,dd)d esrt^, ■sjd. 
dedcC® dcdsddo^ "To Supress the mischief and to advance the remedy” ssodd dzdaeddd^ (Mischief) sdj 
sdo^asa^ eadra^d zrodeddsdj 'go^d dodz^Fd€> Kia&d:d esdd^ ■sjd. zpaddd de§s?Fd cca^odaaod Bengal 
Immunity Co. Ltd. v/s State of Bhihar AIR 1955 SC 661. 'gdcte? ds oicd&dsdj eOas3d:d ddcdsoaft ds 5?>§odaft 
de^cd^d. 

“First what was the common law before the making of the Act; second, what was the mischief and 
defect for which the common law did not provide; third, what remedy the Parliament has resolved and 
appointed to cure the disease and fourth, the true reason of the remedy; and then the office of the all judges 
is always to make such construction as shall suppress the mischief, and advance the remedy, and to 
suppress subtle inventions and evasions for continuance of the mischief, and pro private commodo, and to 
add force and life to the cure and remedy, according to the true intent of the makers of the Act, Pro bona 
publico." 

'SessbF 

1999 SCC (Criminal) 524 NEPC MICON LTD. AND OTHERS - VS- MAGMA LEASING LTD. 'ssddeS, ds 0e& 
azWoafiei 

Para 11) Further, While interpreting the statutory provision rule dealing with penalty under the 
Drugs and Cosmetics Act, 1940 and the rules in the case of Swantraj vs State of Maharashtra this court held 
that every legislation is a social document and judicial construction seeks to decipher the statutory mission, 
language permitting, taking the one from the rule in Hey don's case of suppressing the evil and advancing 
the remedy. The Court held that what must tilt the balance is the purpose of the statute, its potential 
frustration and judicial avoidance of the mischief by a construction whereby the means of licensing meet the 
ends of ensuring pure and potent remedies for the people. The Court observed that this liberty with 
language is sanctified by great judges and textbooks. Maxwell instructs us in these words. 

"There is no doubt that ' the office of the judge is, to make such construction as will suppress the 
mischief, and advance the remedy, and to suppress all evasions for the continuance of the mischief. To carry 
out effectively the object of statute, it must be so construed as to defeat all attempts to do, or avoid doing, in 
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an indirect or circuitous manner that which it has prohibited or enjoined: quando aliquid prohibetur, 
prohibetur et omne pe quod devenitur ad illud. 

This manner of construction has two aspects. One is that courts, mindful of the mischief rule, will 
not be astute to narrow the language of a statute so as to allow persons within its purview to escape its net. 
The other is that the statute may be applied to the substance rather than the mere form of transactions, thus 
defeating any shifts and contrivances which parties may have divised in the hope of thereby falling outside 
the Act. When the courts find an attempt at concealment, they will, in the words of Wilmot, C.J. "brush 
away the cobweb varnish, and shew the transactions in their true light'." 

Para 12) This benignant rule originated four hundred years ago in Heydon's case which resolved 

"{Tjhat for the sure and true interpretation of all statutes in general (be they penal or beneficial, restrictive 
or enlarging of the common law), four things are to be discerned and considered: 

1 st . what was the common law before the making Act. 

2 nd What was the mischief and defect for which the common law did not provide. 

3 rd What remedy parliament hath resolved and appointed to cure the disease of the commonwealth. 

a) And, 4 th The true reason of the remedy; and then the office of all the judges is always to make such 
constructions as shall suppress the mischief, and advance the remedy, and to suppress subtle inventions 
and evasions for continuance of the mischief, and pro private commodo, and to add force and life to the 
cure and remedy, according to the true intent of the makers of the Act, Pro bono publico." 

b) Even with regard to the penal provision which is also a remedial one in the case of State of T.N v M.K. 
Kandaswami the Court observed that in interpreting such a provision, a construction which would defeat 
its purpose and in effect, obliterate it from the statute-book should be eschewed; if more than one 
construction is possible that which preserved its workability and ifficacy is to be preferred to the one which 
would render it otiose or sterile. 

c. Para 13) In the case of International ore and Fertilizers (India) (P) Ltd. V. ESI Corpn this court 
referred to an oft-quoted passage from the decision in the case of seaford court Estates Ltd. V. Asher 
wherein Lord Denning, L.J observed: 

" The English language is not an instrument of mathematical precision. Our literature would be 
much poorer if it were. This is where the draftsmen of Acts of Praliament have often been unfairly 
criticized. A judge, believing himself to be fettered by the supposed rule that he must look to the language 
and nothing else, laments that the draftsman have not provided for this or that, or have been guilty of some 
or other ambiguity. It would certainly save the judges trouble if Acts of Parliament were drafted with divine 
prescience and perfect clarity. In the absence of it, when a defect appears a judge cannot simply fold his 
hands and blame the draftsman. He must set to work on the constructive task of finding the intention of 
Parliament, and he must do this not only form the language of the stuate, but also form a consideration of 
the social conditions which gave rise to it and of the mischief which it was passed to remedy, and then he 

must supplement the written word so as to give "force and life' to the intention of the legislature. A 

judge should ask himself the question how, if the makers of the Act had themselves come across this ruch 
in the texture of it, they would have straightened it out? He must then do so as they would have done. A 
judge must not alter the material of which the Act is woven, but he can and should iron out the creases." 

ds 2os5,doi)s3 10s3? ess&zoord jdoeDrpard^ $rd:sd&a±saft rfeSsfo&l ErocSezteteb, sd8ric$£j ds sdddra^ esdo8ofode3 
s&SnaQrto* cdedii eseroSfod esdaoF^aira^ii eoc s >ozooedsbj aof^cbe^td: (Mischief) esoed: ed8ric^jdzdeearbdrf. 
10s3e edadeciedcc b. zsa8<i doed sro dtededcd:, rfcd:cdede!!)kio&raocd: edddresdcd:, sd8rtcashed sseddddoOorf. sszgFeaadd: 

ep°t o°i coei^oi s 

ade'stradod ed>toa£5ri«sb sdded sszd.SFrWrl ssccbcdaacd iddQord sra&dsaaed timFdg Zo&rSabrf:, aie&obidied: aaeded 

esodssaftd sscdd esedd sigd zdozoosdcd^ SoOedcied ged:?!) aaarlra oisaed sadcrasfra zdozoosdcd^ &racdea: Jsaq^Sto aaarlra 
dcdraptf oa&^eoaod sddrd edxiaaaodd socsasoo&desaft i gc&ra i oed: edged zas! rbcbD^&raocd: cdd£>cbe^cd: 

aaarlra traded ^oedzdFedd esedcdb, ;dsd:©FRj&raoad:edjedcd:, edSrtc^^edd s&issaQrtsb 10s3? esclzoordrd escdadF^rl 

_d ei 

©dJtofbrteb edjdd, ^©±>r> <2£>dc\i), decod'd) sfc5>3> 

w «jj CO w r W Q ro eA co w 

z&JFRfeSreaft^. sraoldd eDzaadsaafsrde!) fciffa&itlojaaft oaza,ssaead zo<£> sasdj zsccbcdaacd sddQocd, dsd: Zo&r! aaarlra 

-O ej QPJ o ^ 6 e4 ’ & eJ 
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KSoeoodraoQii cfeSRj* SoosirSabosS sro*(£);*e^)Q«. ^raart^ri €ssiv c\Bc*£ 3>* zactejaEfcS 

sroc3?d£)cS23 ef>cfcb, s3ea^abs3 esqisro SBKfeaori s3£* skSccbeS sd;ro&^ sraototf^cS 2o*ua*cir1 esriSoafeSeSe fflsS: 

D3233^S3SOd0 K)5BFd| <£)?&* K?0200aScd^ 8oOSfc£a±Deg)C±) ftfe*qjF<x)?a±)ero* tf5*533flCb5g)Q^>. OSMp)ODb SBK)5c)0r> 
sftri croaked zs(&>o£>zi>. erodra e*BC*©diQo. wcddocd ose3,s3sodd> siBiroeirteti a)?®** rfouoEfob, Soosirlc* 
■gslrajocd: srigci crooi^d s&rasiii ^ s&raea;*^*: arorLra Efcsq^Efcrfa* s±u3od aoetfSotbnbj a)?c*eg)Gb ©** ^©* kSoeoo 
S oOeddcxboed rodreQocroft ro&^eroud: aic3?FSRjcd Sro;**^ octrasdc3 3>ocftdFcte9 ^saFd^ zdoeoasdcd:, *rac*ed edd,o3b? 
'go&Soe* ejira?&^d:eg)C* arorlra esacd £>soacdrt^ 'griSe esacdedabj sfcbtpFnjcbe^c* c*ra?a*d edDeroQrW dd^cfioocd 
10s3? edSzSecdcd z^rl 'gedd: esdadF^rlra^ej: zrocid: ©Boeoodb Fdodr? e*cdcdfoarb^td. 

ep %> *s> ei -° 

ds 6?Dc* ctfc&iakc* eddrldoj sdDesaQrWcd^ ef>cdadFrira«£ , ;*oa*eroftd> £>oeo ©toad edSrlcfeexi sb* ds 
Sifted ?de§sfFzd tro^Q±©oo±)cd ^esbFrWsijj srodesQrf:^?s3. 

1) AIR 1994 SC 1558 Ravi.S Naik .V/S Union of India 'gsdd SeSiFti llrf? ©roro**^ siraddoaft 

erodesEteteo ■gaSdb^ed. 

n <p -° 

"This appeal has been filed by Bandekar and Chopdekar who were elected to the Goa Legislative Assembly 
under the ticket of MGP. They have been disqualified from membership of the Assembly under order of the 
Speaker dated December 13, 1992 (1990) on the ground of defection under Paragraph 2(l)(a) and 2(l)(b) of 
the Tenth Schedule. From the judgment of the High Court it appears that disqualification on the ground of 
Paragraph 2(1) (b) was not pressed on behalf of the contesting respondent and disqualification was sought 
on the ground of paragraph 2(1) (a) only. The said Paragraph provides for disqualification of a member of a 
House belonging to a political party "if he has voluntarily given up his membership of such political party" 
The words "voluntarily given up his membership" are not synonymous with "resignation" and have a 
wider connotation. A person may voluntarily give up his membership of a political party even though he 
has not tendered his resignation from the membership of the party. Even in the absence of a formal 
resignation from membership an inference can be drawn from the conduct of a member that he has 
voluntarily given up his membership of the political party to which he belongs" 

2) 2007 AIR SCW158 JAGJITSINGH V/S STATE OF HARIYANA sb.ob 14, 52 ©** 54c*, erodes^ iied. 

Para-14) At the outset, we may mention that while considering the plea of violation of principles of 

natural justice, it is necessary to bear in mind that the proceedings, under the Tenth Schedule, are not 
comparable to either a trial in a court of law or departmental proceedings for disciplinary action against an 
employee. But the proceedings here are against an elected representative of the people and the judge holds 
independent high office of a Speaker. The scope of judicial review in respect of proceedings before such 
Tribunal is limited. We may hasten to add that howsoever united may be the field of judicial review. The 
principles of natural justice have to be implied with and in their absence, the orders would stand vitiated. 
They yardstick to edge the grievance that reasonable opportunity has not been afforded would however, be 
different further, if the view taken by the Tribunal is a reasonable one, the court would decline to strike 
down an order on the ground that another view is more reasonable. The Tribunal can draw an inference 
from the conduct of a member, of course depending upon the facts of the case and totality of the 
circumstances. 

Para-52) We are of the view that to determine whether an independent member has Toined a political party 
the test is not whether he has fulfilled the formalities for obtaining a political party. The test is whether he 
has given up his independent character on which he was elected by the electorate. A mere expression of 
outside support could not lead to an implication of a member joining a political party. At the same time 
non-fulfillment of formalities with a view to defeat the intent of paragraph 2(2) also of no consequence. The 
question of fact that a member has given up his independent character and joined, for all intent and 
purposes, a political party though formally so as to incur disqualification provided in paragraph 2(2) is to be 
determined on appreciation of the material on record. 

Para-54) Under the aforesaid circumstances, we are unable to find any illegality in the impugned 

orders holding that the petitioners (in Writ Petition Nos.290, 291, 293 and 294 of 2004) have incurred 
disqualification as provided in paragraph 2(2) of the tenth schedule of the Constitution of India. 
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3. 2007 (SCC) Page 270 (Para 31,34 s*;* 48,49) ■gSj erudesSst^esS. 

"Para-31. Considerable arguments were addressed on the scope of para 2 and para 3 of the Tenth Schedule 
with particular reference to the point of time that must be considered to be relevant. Whereas it was argued 
on behalf of leader of BSP that the liability or disability is incurred at the point of voluntarily giving up the 
membership of the political party, according to the 37 MLAs who left, the relevant point of time is the time 
when the Speaker takes a decision on the plea for disqualification. As a corollary to the above, the 
contention on the one side is that if on the day the disqualification is incurred there has been no split in 
terms of para-3, those disqualified who had given up their membership of the party must be declared 
disqualified, the argument on the other side is that if by the time the Speaker takes the decision, the persons 
sought to be disqualified are able to show that there has been a split in the original party and by that time 
they have a strength of one-third of the legislature party, the Speaker will have necessarily to accept the 
split and reject the petition for disqualification. In other words, according to this argument all developments 
until the point of decision by the Speaker are to be taken note of by him, while deciding the question of 
disqualification. They canvas the acceptance of what the learned Chief Justice of the High Court has called 
the snowballing effect of Persons severing their connections with the original party and joining the quitters 
subsequently and not confining the decision to the point of their alleged severing their connection with the 
original party. 

"Para-34. As we see it, the act of disqualification occurs on a member voluntarily giving up his membership 
of a political party or at the point of defiance of the whip issued to him. Therefore, thae act that constitutes 
disqualification in terms of para 2 of the Tenth schedule is the act of giving up or defiance of the whip. The 
fact that a decision in that regard may be taken in the case of voluntary giving up, by the Speaker at a 
subsequent point of time cannot and does not postpone the incurring of disqualification by the act of the 
legislator. Similarly, the fact that the party could condone the defiance of a whip within 15 days or that the 
Speaker takes the decision only thereafter in those cases, cannot also pitch the time of disqualification as 
anything other than the point at which the whip is defied. Therefore in the background of the object sought 
to be achieved by the Fify-second Amemdment of the constitution and on a true understanding of para 2 of 
the Tenth Schedule, with reference to the other paragraphs of the Tenth Schedule, the position that emerges 
is that the Speaker has to decide the question of disqualification with reference to the date on which the 
member voluntarily gives up his membership or defies the whip. It is really a decision ex post facto. The 
fact that in terms of para-6 a decision on the question has to be taken by the Speaker or the chairman, cannot 
lead to a conclusion that the question has to be determined only with reference to the date of the decision of 
the Speaker. An interpretation of that nature would leave the disqualification to an indeterminate point of 
time and to the wims of the decision making authority. The same would defeat the very object of enacting 
the law. Such as interpretation should be avoided to the extent possible. We are, therefore, of the view that 
the contention that (sic it is ) only on a decision of the Speaker that the disqualification is incurred, cannot be 
accepted. This would mean that what the learned Chief justice has called the snowbailing effect, will also 
have to be ignored and the question will have to be decided with reference to the date on which the 
membership of the legislature party is alleged to have been voluntarily given up." 

"Para-48. The act of giving a letter requesting the Governor to call upon the leader of the other side to form 
a Government, itself would amount to an act of voluntarily giving up the membership of the party on 
whose ticket the said members had got elected. Be it noted that on 26-08-2003, the leader of their party had 
recommended to the Governor, a dissolution of the Assembly. The first eight were accompanied by Shivpal 
Singh Yadav, the General Secretary of the Samajawadi party. In Ravi Naik this court observed; (SCC P649 
Para-11)" 

"A Person may voluntarily give up his membership of a political party even though he has not 
tendered his resignation from the membership of that party. Even in the absence of a formal resignation 
from membership an inference can be drawn form the conduct of a member that he has voluntarily given 
up his membership of the political party to which he belongs." 

"Para-49. Clearly, form the conduct of meeting the governor accompanied by the General Secretary of the 
Samajavadi party, the party in opposition and the submission of letters requesting the Governor to invite 
the leader of that opposition party to form a government as against the advise of the Chief Minister 
belonging to their original party to dissolve the assembly, an irresistible inference arises that the 13 
members have clearly given up their membership of the BSP. No further evidence or enquiry is needed to 
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find that their action comes within para 2(l)(a) of the Tenth Schedule. Then the only question is whether 
they had shown at least prima facie that a split had occurred in the original political party on 26-08-2003 and 
they had separated form it along with at least 24 others, so as to make up one-third of the legislature party." 

3s &?&f 3 esorirta^ slraoosbsdsraft sjaa?e3ajd:d?3. 'gctebj srfaassStoari dsgsrorbsd ei>od&$?3ocdd, edtocjQri'S* 
3cddo3oocd 103 es^cra 2(l)(so)d ?s&o±i^> es3adFdr! ^narbsadcdb? sao?oocd3^ edaridideoaajesaftrf. 

idDesaQrfeti ded: 3cddo±)3i £>exra esurS^QcbedjQe: sdbd: esacdcd 3ocd3Fcds!!)o±ua 3ed:©Faj&raoad:®ad. esedd 
3cddc£)oocd essdd: d'seScSoocd saedi tsc&oirad sdded 3cd3,ded3:, sLradQcbsad asarlra 3s sadrasaft 103? es3:eooqdcde!> 
aoe^ofcj esdaor^ccb 2o^63dbs©dodb ecsevt) riz3eJdf) e^epirooi) ds OevS ^odo d£dod ^ccboiraft 

eddsd 3cd3,d zdoeoo asarira 3ed:l)QiraoQr> d?33e:M ^saFdcds!) asarlra ssafccdaacd ccao±33 Scbcdesaft 3dcd:&raocd:, 

ej^a & eJ ej fo 6 9 

zdoEoo 2oOeddo±oeg)Cd6ocd 103? es3:?ooqftd ssdoh&dcd^ srooos^ajedosarbdrf. 

abased? 5a3^>33^ 2sa83 dod ?n:d?3ed3^ riad:3d€> 's&o&raod: 53s 3 83s 3 &Rfe3?5srtodc5. siSnaQrtob 3dd 
8?D asartra essdd: drfcb&raod 3exiad3^ rtsM&esart essdd: 5a3^>o)3 ed8£jbc£)ood dsdgd^ a&radrb^&raocd: lOrde 
?s3:?ooqied3^ 2sa83 dod srodsdddj? ed:ded3a2J dsb &dja?d,j (Mischief) ad3^ jsaeadrira^dexi dabl^bdcbegid: 
dod:?od:dd. edSsaaSrte* 3ddr> 5a3^><x)3 d^cdeS oisaegd? 8?Dab ddracctua 'scbe^Qc:. aodo ssofbobad deaFd 
ajdssafs ze3d es&je>?ddrWrt slraddisaft 3dabd?£o?o:d: ddoiraeod ess&Safaaflabdd. 

9 -o w 2J -® 

oa23,eDaeods!) doeoe: cboeddaboedjcsaft s dSnaOrteoata s&ra?&ajd:, ssdd 3odd St^ri^€) ZjO d3? 

ebSsraQairad S? Sio.&.deccosassacdoF sbd: 123? d&sroaoijad S? 3d^oad;cacd:?Fe (oa&ur^d) 'gsdcb sasg abased? 
srodsdQod dozoea&ftdj cboddabod ^d^ ^ asaScbs^Qe:. ?ods33 sro^dsdd aoddrt^ocaaft 3s 8?d dd&ra&fcb, sa^ 
ssoibcdjad edd asarba doeoe: 3?&d 3saFd| asarlra coaabderl aidcfiocbegicsafi edd63^ch, esd3^ eddcd esq^pb 8? 
d.eOoj^.3s3dsd3Gddo td^nodoed ed3cd0 djacd td cd?d0rocoad. ^eddo rdosDq5a3cd I (Ids wjdjsootda Fja-sjardcj0 3s 
eadraSocd esd^F^riraoadoe^aeoedocd: eazpiqaabedMcbded. edaagedeocd 3s S3 3edo eddsod edo:saao3d sa^ 
ssofboiracd idd asarlra zdoEoeSRjcd dsaFdd 3sd: zdosoo, 3sd "gcbidicsaft sro38Rj ssegFCsadds!) asjadsdah, 

SfiJi i 6 ’ o ^ ^ n d 4 

sdjded&^ch, ^artra 'gcdohj esacdcd^ q^a?d8^d:eg)Cd8ocd 'gedd: es^adFoaftcbe^ao aaoso ef>2peoao±id wcb^cded. 

'gdS? docdzdFcdsS 'gsdSeod: visaed ade«?do±)tdi rfcMtoarl id^ssaart^ ^^3 dsS sl.a.sifo 6 idded 

' 00 2J °i W ej eA 

coaoiidoacd Se ^z5®.a.d:ed3adsja£o i geddLrao£>r! d2J3aartied deaFdd zdoeoeo adjdadashsd ScsFcd: drlcdo&raoach, ^arira 
3s o)^3e3 saeg s5oho±rad edded, dsaFdd adorf ddchd^oadoe^ch d^>a rted:33oaftrf. 'gch sjSnaQrfa* 
3adoi)3^ esodd sdd ^^^cbs^cdtdOj sd:3s^ sh^sdS3:3rf. 3s £>ca eadrart^ SodjdohsS sdod: sd3:^>So±) Sodjdcd:^ 
ed&EsaSrtefci 2 6oa 11 idod: 13, zpadd doJDcpadcd 103? «£>3:^oqia SDa^oa 2(l)(s>) ef>aod:e3 3sd: sa3d ?oa3aocd 
?53adFrlraoad:5adocd: 333 edb3cdfoaftdoe^)Cd8ocd edo?s33 £)e3ac3ao3ed3dj dffaoaddsaafl ?ro383bd?3. 

£)i5aroaod-2 

sdtoaarfeh 3sd: ?5d?5dclcd:s3 d3sd 7 Sorted saoasdsad &raaz5?docd: ^s^dosad. ^arlra «£>2gFCcbo dssaF&id 

w eA oo © -o 

i£)q5a33^ (sdsaoddd sdb?d3 3cd3^d ?53 ^f^) 3o dosdaasd^rt^:, 1986d 3ccbsd:cd 6 sdod: 7dod 'gdo^aeorfoed: 
^?^>d:sad. 3od:5d: 7(3)3^ ?rod?sQ3oaftc3. 

"7(3). If the petition comples with the requirements of rule 6, the Speaker shall cause copies of the petition 
and of the annexures there to be forwarded- 

(a) To the member in relation to whom the petition has been made and 

(b) Where such member belongs to any legislature party and such petition has not been made by 
the leader thereof, also to such leader, 

and such members or leader shall, within seven days of the receipt of such copies, or within such further 
period as the Speaker may or sufficient cause allow, forward his comments in writing to the Speaker. 

sd&ssaQri'sti «£>2§FC3add «£>z3fo±i sdb?d 3?cdoacd 3j3?d^3 Qsraod: 09-10-2010docd: dsd: sdd?ud siusod 

w <& 

3oc)230c)ft <S5^(?i^clcdbcd^ £)&3tie3db cJ&hrij&drf. 55^l?®C)cl0ii)^ ^Sc)e^) c\j5x)Fd^ 2^0200edol^ 2o0^ri^d3e^)Cl} oj^ 

£>ozx)C5z)b rizjeJdft aoe^cd^d f±)^d z^£j$jdo&rij&dd. ao^ndd^) ef)idd z5e^o±)od ^25c)dcla±)cd3, -ds Q>cti£ 

eJ gj —o —° eJ —d q 6 

sioocirac^ocjftd:. 3s Q3 essdd oSs,o±>eSsStri^D aoazecraft 3£)edde3c)fl e3acded3:, ed:oaRjd:sc)d. dad: eSc)33 3ocd3Fcd?3 

-o a °i -o & • co 
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slracd ssacaaodrte* Zoozdds!!) efeSF&d fflstfatorfofob. eseaii^adaedjaea. sftadedzarf seed deaFd^ ds&zd zdozoeasdd :i 

2oos!r!db&rao&eg)C±i dzddodd edadjaodb steed csacdted: aaarira sa?ctedjao£>d rbdall^&rao&cbe^zd: aaarira dsaFd^ 

a)?&t±>ed EdOZOOadd^ SSasfcd 3jdQi±leg)C±l dedaqjFdfObedoed: S&dcbdQ^Cbegiedd^ rfe£)(\)de0afSc3. sdjSt^ de§S?FZd 

sra,o±®aabc5 D?&Fde3aiira slracd dobedari'sti ^raaabesafsdaidjaea &£>&> ^fedea esda&raea^ edaad dabedaasWrWda, 
o oo ca^oo-o 6 ^ °t 

saaeSdae^cda eao£>daeg)eda ds^esafsci aaarira 10d? asdazooqted esdadFsicOaozd ds ds>e§s£| d&d&ra'ifeo sjaqdg&ea&Socda 
^e^eda^CiegjCSFdj rfedaddoafirf. FjCJQ 550 drfeb StedCcte dfdeSaft esdoieSartldcS. SiSnaQrWa aoaZdOaft ZSedd saard, 
ZiteZ g*j? iOEudj., Fj0rJ cDgoCJgocjCj gooCjFjojJ, F^'O&rjdjFjjUjQOCj ZiucjCd ^ZFjZj 7 CDdCj 5a)Oc)Go5a)d oJEC^djFjjCDO ©Oda^e^jCda dZFjO 
saolte eDedadaesaftcd, , grdda i Zoedeao sja^fflcbsg)©^. ds stedracd^) 'gdocdrd'sti Zo<&&raocd ssodrtela aaarira 
esead^odaoarfcd ssodrWda, sdSdc^deaerl 'gedd 2de eroded esSesdgS ZoSdd^edea. ds eda?e!!)d eadrari^oeaaft 2de uodedda, 

CO °i eA eJ £ Q CO °i 

d£oad£saaft znadSdoafsrf. 

& -° 

ds &Sa?e3d eadreri^oeaaft ds 3«steocdo;i wzdedsdda, sdaacda&zdfd. 

°i -o O 

1. ^vS©3c)&rte?c)C3) 

2. Be rioeisso de^d), eDcpastefoc) ^ddd, $e^, 

3. Be efdod esFi/cxek^d, i^njdctfzlzjz) Focfolbb, ^sd©3c)d ^ed, 

4. Be e^odod essd^ad^, &q3c>5&fepc> sfefegd, esdeps^) geg, 

5. cssll eorfc3 ^dFe^d &q3S5fc)$5S afc&gdb, Seg, 

6. Be dddr^d cSd&s^. ssrt, eDcpdcdcv&ijc) FodFood, ^ed, 

7 - 4 rvjOdO^, £)£pdctfrj2fjd c\jdc\^d, $.23.<£)ip^ ^ed, 

8. Be do2soodc\5c)a4) 23. i^zjdctfzlzjd ?\)df\)od, ^js^enso ^ed, 

w ' ' O ’ %> eA ^ 

9. Be eDo.<£). a5c)(doc)28o, <DnjdctfzjZJz) cNjdcvjod, c\5oed0(do ^ed, 

w ’ ' ' O’ eA ^ 

10. Be ddeB Foorld i^njd^zjd Fod^d, eo^dd 2Jc)de©3c)d 3ed 

w%>sj eJeA'' O ’ eA^ 

11. Be Bddr^d oraod^, ddd.d, deddodr ^e^, 

13. Be aoz^.^F^. do^de^orler^d, ddd.d, 25c)d3ac)23 ^ed, 

'gsdd: z^dd ^o^zpadcd 10s5e esadzooz^d 2(l)(si) stead Scpad^zpa ^cd^daocd d^paozd 

e5dadFrlraoad:sadozd: s&rae.&i;d:Dci>?sl 

_o • -o a 

2. ds Sfirazsicfcd: sadraQozsaft 13s5e azpad^adeS &5b?s3d zl&eJdQri<£b zl&dQzb&cbed gedrt^ dgraaocd zsadii 
zodJSjo^ ^desaftdbded. edoooQcd ^edjedcdj^ ^s5aF&3^ £)zpadojZj3 (edraoddzd sdofdrl tezdpd udadF^) ^cobsteaed^ri^d, 1986 
dos! zadaft^ej: wcdfS^oaftrf. 

3. ^saaQ 1 Se Sio.&.dzraaeazsaabF 12d dd^oad saaois® (oaza: r^cd) sssdd esdadFs! &ra?S d^doazd 

edbd&)oi)dbj edzsaedjacdoaftcS. 

^.zS.zAraesjodjg 

acoaotf: 10-10-2010. tez^ptedj. 
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2) d.u.da, 

sadddb, dfasread Scpad ?des3 asarira 
sjqaad sacdbrdSr, epaddeccb aadsa dd, 
dorisdadb. 

<3 dad 

9 

1) Sdcresa doridP), 

sadddb, dsaaread Scpad dd. 
dddPi© 3ed. 

cO —J 

2) a.dbqjsdo®, 

sadddb, dararead Scpad dd> 

&©cdaaada ??ed, saddbrir sad. 

c & -s ro 

3) 3e rtjawa&a a.deaao®, 

' +-J £3 

Eradddb, dararead Scpad dd. 
djaddaris - ^ed. 

cO —J 

4) 3e doduddarod, 

sredddb, dararead Scpad dd. 
aaadrid ^ed, dadadaada sad. 

co ' ro 

5) a.eDo.ddeogs^ao, 

sadddb, dararead Scpad dd. 
dasds? ??ed, dbodp asd. 

S ^ ?) ro 


698Src33dcb 


. . . ddsraarida 


©dde-d ©ase- dodg 3/2010 

1) &e odadbdd.sj, 52 ddf. ead 5 aratleodd, riaodjada, 

riorradd saeaaado, &od^ asd. . . . esasrcsadcb 


acbd 

9 

Sdoas^.eDs^.doridP), 38 ddr, aad 5 dorid, Scpad depa ddd^db, 
dddPi© ??ed, &rad^ sad. ?oa<;od dd, dorisbada. 

co o • co ro ■£) -o 


©dde-d ©ass' doa3g 4/2010 

1) &e eDs^.eDo.saddcreffl, 42 ddr, aasa® dbodcdbd, deadea nadb, 
&©ccbjacb saeaoado, saddbris- ad. 

ro ^ ro 

acbd 

Q 

a.dbqredd, 50 ddr, aaea® ddddccbg, Scpad depa ddd^da, 
&©ccbjacb 3ed, d^d dears, saddbrir ad. dddaodris* dsaad, 

co^W 63 ro -d v—' 

foa^od dd, doridjada. 

esddrd e98Sr dod^ 5/2010 

&e &9.&9.crariosa5 e , aad 5 dda.es, 42 ddr, aaddod© dd, &raed, 

(2 ra 

djaddarie", saddarir ad. 

w' ro 

adad 

9 

rt/awdta deaao®, aasa® daaaddd, Sqaad depa ddd^db, 
dbaddarir 3ed. aacdadadea® dd, doritdada. 

cO — J —o 


. . . dd5raari*d 


©aSE-Gradd) 


. . . ddsaadrida 


es>88e-Gradd) 


. . . ddsrearisb 
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69dd6"d 69886" doa3g 6/2010 
1) &e ^ssicracdbe®, 39 dds", 3363® ^deO e ?3c)Cdb3 :e , cgjadds? 330653, 

aadrid saaued}, dbdbdjadb 33ed. . . . 6938e"G3adcb 

ro ro 

acbd 

9 

£e dotfuddbrod, 65 ddr, aa® dodad, scpad dcpa ddd^db, 

aadrid ded, dodbdjacb ased. dddbodri^ daad, aaeod dd, dorisiradb. . . . ddaaarteb 

&j ^ co-ow* <2) _o — * 

69dd6"d 69886" doa^ 7/2010 

1) &e ^.ae^.ddjerPd, 52 dde", aa® aoricdb^, sa^der^dd died, ddaro dbaeas?, db^d*? saaja^i, 
abode aed. . . . 69886"C3add) 

<23 ro 

acbd 

9 

&.ao. ddeodagSo, 50 dde\ aa® abara, Scpad dapa ddd^cb, 
dbadnaa, aadbd dbaeas?, abs>ds? saaoado, abode aed. 

W ro <23 ro 

. . . ddsraarto 


Sjddb 69336“ doa^: 2 / 2010d 

aaroaddb spadd doScpadd adbaod lOd dod^ 2(2)d a&cdba aarccba ds?dd 
sadrari^rrad s>daadris ! do J 3<pad dapa dddgddod addroadccradodb s^jae^dde^odb &raed 
Qaaod: 7.1o.201odoab daddbsad. de aarccbdb, dedddd ddbaaccb ddaadri^d djaeaea®da., 
sad abad Qaaod: io.io.20iodoab dod 5.oo riodoira^nad ddb, es^eddeebdb. dadao 

(o oi oi ro 

dbaaduaddj. 

de abq?§ daaod: 9.lo.20lodoab sjdaadrisb aa^edbaadrid aboaoaodd dab^ ddo^dddd^ 
dadebsad aarira dabedbadsad ^jaedebsad. gddb^ ddrifdd SajadEdcdddb^ godb Qaao^: 
1o.lo.20lododb abqra^dj 3.30 riodrl dridrifa^dejadebdd. addod de Ssjaddiccb ad 
aaraaddrlra djad es^edtdri^eaaddja gda dadbdod ade^dejaddb. aa&- aoarira ccraaoerodccb 

oi ro ro -o 

sjvSri^dbj sjdaadri^ ddeacb ^edddebsad. dddodd, godb dbqra^dj 3.30 riodd dddraddjj 
Sajaddd dridb^Lra^ejaddb, gdodris 1 ddeadb aaaoaddbsad. 

v a -° 

de dbdc ddoiraa ddaadcdb dbd??edd abdcaad ddeed dab dosde 3 dod 7ddddd 
aarris/db., doaodda dbd^edd saddd acbd daarad sadsaori ddd ddded addrd deebdb 

C< £3 M ^ CP M © £3 

1986 dcdbdb 6ddccb dadebsad. 

£3 eo _o 

de dd dddraddo., sajadEdd Arid&raoraari aero aard^aja adddbd aaaareodri^o aode 

oi e) _o ro ro 

esdob aero 69arri^do. gdodri^ ddb^eeb abedd atoad aajadEdd ^dvS^ja^ejaddbdd. 

O ro oi ^-o <2 13 G) W 

aodde 69arccbe9 de9ddbd 69arcdb a35adri?/o de QeS gd. aodde 69arccb abadade 

ro ro 

aaraaddb cpadvBeccb adsa ddd add~,d adedredbad d~,oded ??eddod esccbcdbad, dddodd 
Sqrad ddcdba cpadvBecdb adsa d^d aboae dded^oad dedb^rlraodcbsad. addde aaraaddb 
?lrad cpadvBeccb adsa d^d adedreebad Hraddaad esebbeebaddo, cpadvBecdb adsa d^d 

^ oi! ‘ & V * dr O oi 

^qrad sacdbrdSrccbja esdebsad. 

d^aadri^o ^dbaad ^d^d6, &©cdbjadb, dbaddbrir, aadrid dbdb db^ds? aqrad dgaa 
^edri^od d?§edd adedredbad 13de aqrad ddd esedbeebaddbsad. 

oi o' oi ‘<23 

cpadvBeccb adsa d^d sadsaori d^d aaccbdoad a.afd.cbbdcbbjaddddcb esedbeebad 
dodd add ded^dda dsardd) dddriraoddb ea.afd.cdb&cdbuaddddcb dboaedbodedbad 

aedbedbadebsad. ddaadri^o ddeddoad aedbeebaddb de deard dddedbad doddrda ^addecdb 

* _d v-7 oi dr CD ro ^ 

aied^ 83oaDe3E^r±). c?§jc)e<5}f^c±) ^rad^ecdb aied^ ^drfoaa^cb^d. e5 rdo^d 

ajdaradri^o dbo^riwad ^dbaraddd ^edddebsad. 

ddaadri^o spaddeccb 3id®a ddd dddeoad dodd ddd saccbrddori^a ddeccbaad 
cparid&dcb, ddd igse. aarioe aBc^cdodcdba ddedbod dd ddbadodd^d aase.aad ddd 
saccbr^dbri^a ddeccbaad eparid&d a ddd dddedodb rbdbdddjaodcbsad. 

ro oi <23 -° 
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ddaadri^o cpaddeccb aidsa ddd sradsaori ddd aero ddds’es cparid&d 69esd 

^ o$ c*ii cn r m r co 

are aoerodris’es dab, ebaaddb, aresoesddbsad. gd^ doaodda croaoerodri^ab, e933rcroddb 
69^roiraodfi desddbsad. e 9 da dbaddeade gdebri^o sroddecdb adsa ddd e£>dd,d e 9 dcd^ccbod 
cpaddeccb adsa ddd aadeaad saccbr^abri^es cpadd&adbqj)di| doaoddaod d^ri^es 
ajdaarePidbd d,§sa dddris’abj aoaacbdddcbsad. gdode 69ded dodderi^es cpaddeccb adsa 
d^d) 69dOd aaFdb^ aedeeb e 9 ddbj d^eddd es aaFdod dddb&raoddbcsad. gddod 69dcbri^o 
d^eddcreP) e/us?cdbde gdja,oab creadeccb ddd dddpcraPidbsadocb e 933 acrodcb dssddbsad. gd^ 

C*b Oc C«$ 23 -° -® Tb 

dreddareP) aa^d ajdris’dbj arorba ^e^dccbdbj araaicbddadbsad. 

ddaredri^o d??eddcreP) esccbccbaP) dab, dddccood d??edd aadddb, eaua ‘gdje-.odb 
creaidecdb ddddb^ de6cbq3)d6od 69ddbrisb epaddeedb doaqradd lode 69dbaodd dod£ 2 ( 2 )dsjcdb 
69ddrdd a^naPicbsadoab dey esdebri^do^ e 9 ddarbas?dde??oab sgdrd 69arcreddo esasrocbdbj 
desdebsad. esdbddod abeesd e 9 doaodddccb esdderbassdde^ocb 69ar desderod. 

n -o S3 cn a 

69ar doa3p 2 60 d 6 d ddd gebd 69fflrri^e3 69arccredcb dabareP) ddaredri^ abd??edd 

<23 00 ^ w' 0$ ^ 

abdcrodcrePidb, ddaradris’db, d^edddodb rioebdd 69d6d abdri^do, aederoPidb, esdd e 9 dcbri^o 

O '- 7 oi oil oi CD 

rdo^dd ddri^e3 rbdb^&ra^de ^rad^ecdb ee-ai^) stedidoftri ded^o^doc^d. 

OO oil W oil -o 

ddaredri^ejcba goc±i dab, addared es^eddris’do, dead e 9 dd e 9 ddadccbdb, 69ori^dcb3sd. 

^ ro ' <2 oil oi ro oi ro -o 

dab, es^edraa 6933Fccbes sad) dsaad?? aedd doao ddddo, &oddab??jao&db es sadra??, 
cbdbdeddod de e 933 accbdb, desderoPidcdbodb dessdb, daraead eradeaori d^d dddod 69ddrd 

a dm a m d a 

deebab 1986 deebab 3(1) (a) db3b 4dbj esqradaredaa^jaorab dab^ dddceood 

69ddrdccbarb^)dododb dydebsad. gdeade ^daredri^o 3aq3) spaddeccb aidsa d^ddb^ 
dedeb^ered abadebd esaaddeebdb^ 69eari^ddb3ad. 69areredcb abderedoaPieb, 69dd 69arccbo 
doqbdododb aredddbsad. 

69^r sarba 69^rcredcb deadebd ereaoavBri^o sarira d^aadri^ de^ris’do., dQ^eeadcb^ed. 
dd gdodri^ aredri^dOj addaaP) esesdeb^ed. 69fflrcreddb asarira ^vBaadri^o desddbd 69ar 
sarba es??edEdri^db-, d6rie§ddb^ed. aoa esodri^ &d-.e3cdbe9 de ??^P)d 69odri^o de dddrades 
ddriradd yuddarerbdd:- 

S3 

1 ) dvBaadri^o d^eddcreP) esebbeebad dodd cpaddecdb aidsa ddddb-, dodd deddbsadebbe 
®arba doaqrad 69dbaod lOd dod € 2(2) d 69^ccb 69ddrrbaodcb3adccbe? 

2 ) ^daadri^o es^eaddod dreeaef^ri yudd aedoo 7 ddri^ saoadsad aedbg^db draaccbde? 

3 ) 69ar doa3g 2 6od 6dddP)d 69arri^o dbdereddod ^edddoaPicb 69ard^o ddriraaadrde? 

aaacraod — i: 

69arccreddbri^o dab, 69arccbe3 d^ddbd sarba 69arccreddb 69aeoi(aodri desddod 

(P ro ro 

ccreaebri^od dbdb ddaadri^ es^eddri^es de^dbd 69odri^od de ^dPid aadad aejadd ad 

-o -~s oil ro -o n 

cdbag^de ddereeb gebg^do. 

1) ^daredri^o ddb^ ddb^ aqrad defre ^e^ri^od d^eddcreP) 13de aqrad dq3d 

esccbcdbaPicbsad. 

☆ -° 

2 ) aodde 69arcdb 69aeereddb spaddeccb adsa ddd ddceood esccbccbad dddocrePiccb 
ide 69areredcb ddd dboaop ddeddcrePieb abdb 2de 69areredcba eredsadricb es ddd 

ocj 2) CD -° CD c*i 

^qrad sacdbrdSrccbaPicbsad. 

3 ) ddaadri^o abaaddeeb dodd epaddeccb adsa ddd eredsaori ddd aaccbdcreP) 
esccbcdbad a.af^.ccbdccbaaddddd ded,ddes 69dcb dboaopdbodccbaPicbd dsaed^ 

tb '-J ob e)oD ro <d * 

doaoddjj djaeadebsad aarbe 69dd dbo^ dbodejdes dadoaPicbsad. 

4) ^daadri^o epaddeedb adsa ddd dd ddbadodri^es d^ecdbareP) cparid&dcbsad. 

5) ddaredri^o epaddeedb adsa ddd sredsaori ddd ddd^es ddeccbareP) 
£padd&adbd)dode esdd^d ccreaebadri^es dab^ ebaaddb^ ereaesddbsad. 

6) ^daadri^o epaddeceb aidsa ddd) aedd aa^db^ saejeaej^ ^eddd 69ddod 
dddb^jaoddbsad. 
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de e9earis?ccberarid etiodrid &d,e3cdbes ddaradrido dab, erad?? araddod doSqradd e9daeaod 

ro oi co ~-J (2 cp 

lod ??odd 2(2)ddccbes esddaoarbsadaibe aodb ddridSddesarbdd. 

qradd doSqradd 69dbaod lOd do&d 2(2)de9 de dddodod enadesaderaridbdd:- 

2. Disqualification on ground of defection:- 

( 1 ). 

(2) An elected member of a House who has been elected as such otherwise than as a candidate set up 
by any political party shall be disqualified for being a member of the House if he joins any political party after 
such election. 

de dcdbabqj) ddedddri doeaodddbddoea 69odq3) dSaaradd e£>odaaridbdd. lode 
e9daeaodddb, qradd doSqraddes 52de ddbd&cdbab, daraod: 1.5.1985 6od de6d??raderariab, de 
dedadcdb enadedddb, riabdddesaricbdd. deaoddd &dbridb, ddriaxd)dx dodd deraadddb, 
dedbq3)db c&artra dde dde e&araddiriddbj ddriax^db, gddocaari ajdrid abeerarbd aLradcdbabj 
deridod)do asarba dab,db, esccb abadd ddd dddoddod dsaodd abadde add dde?? asarba 
69de??cdbod ddeddoari enosscdbdedoea gss^d sadrarteod s^riddOj 69dddderarid. 

ddeddoari esccbcdrad erad??db ddeddoari emwcdbdeddo^do lode e9doeaoddod 
ddararicbdd. ddaradrido d??eddoari esccbcdrad dodd oaaadecdb d??d ded,dd dsaaddes 

CO £3 -D ^ cO tt cO &/S5 co 

abodrisari aaarba es ddabaodri ddecdbarari rbcbdd??jaoddbdidb desdeoa caaaoeradrteod 
ddararicbdd. de dedccb 69dd dddcdbdo, e9dcb e9eoridddbd)deo. ddaradrido d??eddoari 
aboododdddes oaaadeccb ddd;aodd dee. aaarba sad.ccbdccbes ddcdxd saccbadabride9 qrarid&dbd 

oro co S3 oi co w' co 

e9ddpdd gdbddesex oaaadeccb d??d eradsaori d??d ddcdbes qrarid&d caaaoeradrides d& abadbd 
esddgdd gdbsa gdeses. es ddq3) dedbd asdd^ <^e??6d 69ddod dddb??jadod esddgddcdxa •gdeseo. 
■gq^rid eari ajdaradrido ccbaqijde dedccb dabaraox^ deddb^des abdo gdribj e9eoridddbqj)deo. 
grid de dddoxod gddb ddeddoari escdoccbad dodd ddeddoari enosscdbde gdja^odb oaaadecdb 
ddddo, deddjao&cbsadoexdb ddri aoasdrbaodcbdd. 

cO oi -o 

sadjaddb^ ara^ara^ddbarari dda®d (Hayden) dcdbdbddb^ 695joxd dddraddo^ ade&dod 
esrid^adbdd. spad^eccb doaqradd lode esdbaodddb^ sadri dod emdedddb^ sarlra e9arcredd 
dddccbdoj riabddareri e9dcb de sadjaddo^ emesoc^deba^ob d^aaridbdd. sadjadd aa^ari e9dd 
ddd adb^)desdodb desoddo^ dridb^jaoddb^)db ^esaddrdes. 

epaddd ds^aerd aa^ccbaescdb^) ^e da aa®. aacxbe® cdbjadccba® esqj® siodccb a.a.eso®. 
1994 aa®. a 1558 asarija sariaai® don® dea® a.a.eso®. 2007 aa®. d.daxrep. 158 dddtaridesd 

£*3 CO<Q ^ CO 

vBedbrrido de aejaddes riabaadr aarira es^)riddb^ riabddesarid. es ^edbrrido de ^??dta^ 
69^o3odov|cb, de ajddrades ds^aerd aa^cdbaesccb^ aa^asa^dddod saddd dddceood esd 
dddoddod e9ddraarioddo3jodd esqradaari dexidd. 

Erf^e^ddb E±oodjE^dcdbs letthub, ccteE^rfe stedob. ^edbEzio^o ^rijs 

co cO (2) co oi CO 

esddb dedjaoob d??ddb. dedcaadbae gesdjae aoaxddo. esdd dddceood dd^dddesarid. de 
esodriddsj esdd aadraadd dddtsdcdb esqradd abed, abed e/udesaad dea^des qlraeaddbc^dd^ 
ridbddesao??jaodb dO^eesdesarid. ddaadrid dd dddcaood 69dcb ddeddoari escbbccbad dodd 

CO '-J c*J EO co 

qjaddeccb adsa ddddb^ dedcaadoexcaari csarira de sadrarteocaari 69dcb qaaddecda doaq5add 
69daaod iod ??od?? 2 ( 2 )d e9dcdaes sradd aaddod esddrrioaoddbsadoa 692pa§ccbdax aaacaaod 
idOj dsadd^daari enadddcbded. 

aaacaaod 2: 

ddaadrido dab, ddeead aboaaaodd sasaoaridb abdb addared es??eddcdbdo, desddbsad. 

w' (O Q —° cooiro-o 

aaadared aredddb, d??drades aboddcbsad. e9ddri ajadai) esdeadriddb, dedeaarid. aredddb, 

-o oi ^ ro L3 oi oi 

Ezbo^Fdbd ^od^6-de3 d^Ezradri^o <^euc) E±>ee3 de^d craaodrtedx e£)e3rit?ddbE^de3. craaDdri^od 

co w' ro oi ro ^ ro 

d??eddoari escbbccbad dodd gdja,oob oaaidecdb ddddo, dedcbsadoexda ddareriodd. 7 ddrid 
dabccbddo, daaddedodb 69dcb enadeasdcbd dareaad 2 ?adsaori d??d dddod 69ddrd dccbab 

oi ro co S3 

1986d dcebab 7(3) dedea saoddaaricab, ddaredrido esddrrijaodcbsadosxdb aaeaesades de 
saodd es??edEdrid ari abd esaeaadsad dedbd e9ddp??d gdbd)dea. ddaredrid ddaari saaoad 
ddeeacb es??edtdriddb, desdcaad sarba aadddb, dbdas® esqaadd dbee? abadcbsad. dcdbab 7(3)d 

co oi ro o oi co -o x/ 
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sjsad 7 arris’ saesadsad aeddedoa djaeddd deri cdba^de db)d|> yu^dcb^dex sJ^aadrido de 
dddb., djad dbaddcbsad. de sadradoaad aaaraaodriddb., dsaoadjdaad yuddadbded. 

<S)oJc)C3c)02^ 3: 

atesreQrW es&r ^oa3c 2 6od 6dddri ^asrcradcb de3^cbd c^e^c^drdejdodj 

co 55 co 

aadd acdbdb 6(2)t\bj yudesaadbsad. de dbeeii dedesad accbab 6(2)des 69ddrd esasccdbdOj 
gdja^a ddd^ 69odd sadd dbadadodb aodd. accbab 6(1) abds (2)des de dddodod 
e/ueiiesadejaddbdd:- 

co -o 

“6. Reference to be by Petitions:- 

(1) No reference of any question as to whether a member has become subject to 
disqualification under the Tenth Schedule shall be made except by a petition in relation 
to such member made in accordance with the provisions of this rule. 

(2) A petition in relation to a member may be made in writing to the Speaker by any other 
member. 

Provided that a petition in relation to the Speaker shall be addressed to the 
Secretary. 

accbab 6(2)db, ddridSaoari e/udadod e9odrido adodd yiarccbdb. gdja,a dddo 69odd 

oi ED oi oia) <2) 

‘sadd’ aadadbdb aoddccbe dbadsad es e9ddrdcdb esasrcdbdjj epadd doaqredd lode e9dbaodd 
69dcdbes ccreaesdco dbdcaaddrl ddesdodb des?cbd)des. doaqjadd lode 69dbaodddo. sadd 
doddod e/uded si^dridd^ ddridSdccrari d^daarbd 69odridodd 69ddrd saddd dddceood 
e9d^ra 69dbaod lodes de^d accbdorid yuesoddoaood adbddccbe dbaddb 69odd e/uesoddcdb 
esddcdcdbdo^ cdbad esarccb dbee3 dbagj dbaddedoaoddb^ de^cb^des. epadd doaqredd e9dbaod 
lod do&d 2(2)d ensesoddoiredes dddodd e9ddrdccbooaarbdd. de 69ddrdcdbdb. e933Fccb 
doqibdddb. dbeeii ensdeadd accbdbdda, ensdead, esdeddioaood, ddbrira^dexi 69doqibdodb dedexi 
dsde<3dbd)des. godd sao^d esdeddrteod 69arcdbdo. dessddrdesdodo vBedbardddes 

* <o co ' c*$ o( 3 n co 

doaqradd lode 69doaodd yudedddb. djaeesddossriodd. dbd aedd d^oiraa ddccbo ddb, 
sadddb doaqradddo. sart/a doaqradd esdccbriddo., aaesddedodb dedod dbdb 69ddo. yuesodddes 
69ddo. d&dbd dds dbaoddb, gddo. ensesoddd dodccbo ddi yuesoddccb ddraadbrteod 
esriadoccred 69ddrdccbdb. daadjadod e/udeddod godd tsao^d esdeddri^do. desdbd dds 

oi oj y o '-J c*$ oi co * 
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URBAN DEVELOPMENT SECRETARIAT 
NOTIFICATION 


No. UDD 120 PRJ 2010 (P I), Bangalore, Dated: 8 th October, 2010 

The draft of the following rules which the Government of Karnataka proposes to make In exercise of powers 
conferred by Section 24 of Mysore Tramways Act, 1906 (Mysore Act, II) Is hereby published as required under Sub Section 
(1) to (5) of Section 26 of Mysore Tramways Act, 1906, for the Information of all persons likely to be affected thereby and 
notice is hereby given that the said draft will be taken into consideration after thirty days from the date of its publication 
in the Official Gazette. 


Any objection or suggestion which may be received by the State Government from any person in respect of a said 
draft before the expiry of the period specified above will be considered by the State Government. The objections and 
suggestions may be addressed to Principle Secretary to Government (Additional Chief Secretary as the case may be), 
Urban Development Department, Vikas Soudha, Bangalore 01. 

DRAFT RULES 

THE BANGALORE METRO RAIL GENERAL RULES, 2010 

In exercise of the powers conferred by Section 24 of the Mysore Tramways Act, 1906 the State Government 
hereby makes the following rules, namely:— 

CHAPTER I 
PRELIMINARY 

1. Short title and commencement .— 

(1) These rules may be called the Bangalore Metro Rail General Rules, 2010. 

(2) They shall come into force on the date of their publication in the Official Gazette. 

2. Definitions.- (1) In these rules, unless the context otherwise requires 

1) "Accident" means any occurrence which causes or is potential to cause death or injury to staff, passengers or 
other persons or causes damage to the property of the Metro Rail, passengers or other persons; 

2) “Act” means the Mysore Tramways Act, 1906; 

3) "Adequate distance” means the distance sufficient to ensure safety: 

4) "Approach lighting" means an arrangement in which the lighting of signals is controlled automatically by the 
approach of a train: 

5) "Approved special instructions" means special instructions approved or laid down by the Commissioner; 

6) "Authorised Officer" means a person who is duly empowered by general or special order of the metro rail 
administration, either by name or by virtue of his office, to issue instructions or to do any other thing; 

7) "Authorised employee" means a metro rail employee to whom a competency certificate has been issued by the 
metro rail administration: 

8) "Authorised Electrical person” means any person who is duly authorised to perform specific work on the 
electrical equipment or circuitry, the authorisation being done by an officer of the Metro Rail administration 
empowered for this purpose. 

9) "Authority to Proceed" means the authority given to the train operator of a train, under the system of working, 
to enter the block section with his train: 

10) "Automatic Fare Collection" system means automatic system for collection of fares and issue of tickets; 

11) "Automatic Train Operation" means a sub-system of Continuous Automatic Train Control System, which 
automatically controls acceleration, coasting, braking and stopping of trains; 

12) "Automatic Train Protection" means a sub-system of Continuous Automatic Train Control System which 
maintains safe train operation, including train direction, train separation, interlocking and speed 
enforcement; 

13) "Automatic Train Supervision" means a sub-system of Continuous Automatic Train Control system, which 
automatically monitors the entire system and directs train running so as to provide scheduled service under 
normal circumstances; 

14) "Auxiliary substation” means a substation where equipments are provided for conversion of 33kV/415Volts 
AC. 
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15) "Axle Counter" means an electrical device which, when provided at two given points on the track, proves, by 
'counting axles in' and 'counting axles out', whether the section of the track between the said two points is 
clear or occupied; 

16) “Back Up control centre” is a backup centre to the operation control centre(OCC) for controlling the 
movement of trains and will be located at Peenya. 

17) "Berth" means length of track nominated to be occupied by a train; 

18) “Block Back" means to dispatch a message from a block station intimating to the block station immediately in 
rear on a double line, or to the next block station on either side on single line that the block section is 
obstructed or is to be obstructed: 

19) “Block Forward" means to dispatch message from a block station on a double line intimating the block station 
immediately in advance the fact that the block station in advance is obstructed or is to be obstructed; 

20) "Block Section" means that portion of the running line between block stations as specified by special 
instructions on to which no running train may enter, until permission to approach has been received from the 
block station at the other end of the block section; 

21) "Block Station" means a station at which permission to approach is received or granted; 

22) "Cab signal" means visual indication displayed as speed code on the train operator's console granting him the 
authority to proceed under Automatic Train Operation, or Coded Manual Mode, or Automatic Train Protection 
Mode of driving; 

23) "Calendar day" means the period from midnight to midnight; 

24) "Car Shed" or 'Service Depot’ means an area where metro rail trains and coaches are berthed either for repair 
or for any other attention including stabling; 

25) "Caution Order" means an instruction given to the Train Operator to observe special precautions including 
speed reduction at notified locations; 

26) "Certificate of Competency" means the certificate issued to the metro rail employee after he has been 
examined for his knowledge of rules, regulations, procedures and manuals relevant to his duties and found 
fit; 

27) “Circuit" means an arrangement of conductors and electrical apparatus connected to a source of electric 
supply. 

28) “Circuit main earth" means any earth , whether portable or integral with the equipment, which is applied prior 
to the issue of a "permit-to-work". 

29) "Coded Manual Mode", or "Automatic Train Protection Mode", or "Manual Cab Signal Mode" means the mode 
of operation of train under Continuous Automatic Train Control System where train is driven manually but 
remains subject to maximum speed determined by Automatic Train Protection code; 

30) "Commissioner" means the Commissioner the Engineer appointed under Section. 12 of the Act. 

31) "Cut Out Mode" means the mode of operation of trains under Continuous Automatic Train Control System 
intended for use in case of train borne Train Control and Signalling System failure, preventing release of 
emergency brake, the train being operated by the Train Operator in accordance with line side signals; 

32) "Continuous Automatic' Train Control System" means an automatic system of controlling and monitoring 
train movements continuously by means of sub-systems namely: Automatic Train Protection System, 
Automatic Train Operation System and Automatic Train Supervision System; 

33) "Connections", when used with reference to a running line, means the arrangements used to connect such 
line with other lines or to cross it; 

34) “Control Terminal” means a terminal for controlling signaling & electrical equipments. 

35) "Chief Controller" means the metro rail official in overall charge of Operations Control Centre functions; 

36) “D.C.Traction" means a traction system working on 750 volts D.C.(Direct current) having third rail system 
adjacent to running rail on main line and stinger system in depot. 

37) "Depot Controller" means a metro rail employee responsible for movements of rakes within the depot area, 
including interchange of rakes between the depot and the main line; 

38) “Disconnector Switch” is an isolator. The entire section shall be divided into various sub sections. These 
subsections shall be fed from different supplies. In case of failure of a particular subsection, the feed may be 
extended from adjacent sub section. This shall be achieved through closing of disconnector switch by SCADA 
operator. 

39) Earth" means the general mass of the earth and any conductor in direct electrical connection with it. 

40) “Earthed” means connected to earth in such a manner as will ensure at all times an immediate discharge of 
electrical energy without danger. 

41) "Electrical way and works" means the traction installations including overhead equipment and other 
connected works provided on the electrified sections of the rail; 
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42) "Emergency" means an occurrence where there is a continuing risk of further injury and damage or major 
disruption to the rail service; 

43) "Emergency Stop Plunger/Switch" means the switch provided on the platform, the operation of which causes 
the trains located in the station limit to come to a stop; 

44) "Engineer's Possession" means a defined section of track under the sole control of an authorised supervisor of 
track and structures department for a specific length of time; 

45) "Facing and Trailing Points" means points are facing or trailing in accordance with the direction a train or 
vehicle moves over them. Points are said to be, facing points when by their operation, train approaching them 
can be directly diverted from the line upon which it is running; 

46) "Feeding Post" means a supply control post, where the incoming feeder lines from grid sub-station are 
terminated; 

47) "Fixed signal" means a signal of a station at a fixed location controlling the movement of trains and forming 
part of the signalling system; 

48) "Fouling Mark" means the mark at which the infringement of Standard Dimension occurs where two lines 
cross or join one another; 

49) "Headway" means the time interval between two successive trains; 

50) “Incident" means any .occurrence which causes delay to passenger services; 

51) “Inspection Car" means a self propelled vehicle, which is used for the inspection, maintenance and repairs of 

the equipments on viaduct and tunnel. 

52) "Interlocking" means an arrangement of signals, points and other appliances, operated from a panel, so 

interconnected by mechanical or electrical or electronic locking or both that their operation must take place in 
proper sequence to ensure safety; 

53) “Insulated Rail Joint” shall be provided at various locations for the purpose of sectioning of the conductor rail 
being powered from different traction substations. This is an insulated joint used to separate different 
sections provided by two different substations/ traction substations. 

54) “Isolate” means to disconnect from all sources of Electric supply. 

55) "Isolation" means an arrangement secured by the setting of points, or other approved means, to protect the 
line so isolated from obstruction from movement on other connected line or lines; 

56) “Jumper cable” means a cable provided with clips for use as a temporary electrical connection to bridge a gap 
e.g. in a running rail cable or pipe. 

57) "Local Control" means the assumption of the responsibilities of the Traffic Controller for the specific station by 
a person who is authorised to do so for the time being; 

58) "Metro rail administration” means,— 

Constitution and authorisation of an empowered body by the State Government by issue of notification, for 
executing the orders/guidelines and functioning of day today affairs/working and also shall be responsible for 
effective implementation of metro rail inclusive of operation and maintenance. 

59) "Metro rail employee" means an employee duly qualified, possessing a valid certificate of competency and 
nominated to undertake and perform the duties entrusted to him; 

60) “Normal direction of traffic" means traffic moving on the left hand side track; 

61) "Obstruction" and its cognate expressions includes a train, vehicle or obstacle on or fouling a line or any 
condition which is dangerous to trains; 

62) “Open circuit” means the condition when a circuit is incomplete by the opening of a switch or otherwise thus 
preventing electric current from flowing. 

63) "Operations Control Centre" means the organization in overall charge of controlling the movement of trains on 
the main line; 

64) "Passenger Train" means a train intended solely for the movement of passengers; 

65) "Permission to Approach" means permission given from a block station in advance to block station in rear for 
a train to leave the latter and approach the former; 

66) "Point and Trap Indicators" are not signals, but are appliances fitted to and working with points to indicate 
the position in which they are set; 

67) "Power Block" means withdrawing traction current or power supply from a particular section; 

68) "Proceed Code" means the Automatic Train Protection code other than zero speed code on the Train Driver or 
Train Operator's console which indicates the target speed; 

69) “Receiving substation” means a substation where 66/132/220 kV supply is received from Grid 
substation(GSS) and transformed to 33 kV AC. 

70) “Rectifier” means an apparatus for conversion of alternating current into direct current. 

71) "Restricted Manual Mode" means a driving mode where train is driven manually and is subject to Automatic 
Train Protection code in respect of its speed limit only; 

72) "Rolling Stock Supervisor" means a metro rail employee duly qualified to examine trains and certify their 
fitness for safe running: 
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73) "Running line" means the track used for running trains through and between stations and includes 
connections, if any, used by a train when entering or leaving stations; 

74) "Running train" means a train which has started but has not completed its journey; 

75) "Run On Sight Mode" means a driving mode where the train is driven manually and is subject to Automatic 
Train Protection restriction in respect of its speed only until Automatic Train Protection track indications are 
recognized after which it automatically changes to Coded Manual Mode or Automatic Train Protection: 

76) “SCADA” means Supervisory control and Data Acquisition system for the purpose of remote monitoring and 
control from the Operational Control Center (OCC) and Backup Control Centre (BCC) all the power supply 
installations. 

77) “SCD” means Short Circuiting Devices provided for safety reasons at each station located in ASS-TSS room to 
temporarily short circuit the running rails to earth in case a rise of running rail potential exceeds prescribed 
limits. 

78) "Secure a train" means to make a full brake application, close down all driving positions and remove the Train 
Operator's control key. On non-EMU trains this also means applying parking brakes; 

79) "Short Circuit" means a fault condition in the circuit arising from the introduction of a path of low resistance 
to electric current: 

80) "Shunting" means the movement of a coach or coaches with or without traction motors or of any other self- 
propelled vehicle, for the purpose of attaching, detaching or transfer or for any other purpose; 

81) "Signal" means an indication given to a train operator for controlling the movement of his train: 

82) "Signal Supervisor" means any Inspector of Signal and Telecommunication Department in charge of 
installation and maintenance of any signalling and/or associated telecommunication gears either on 
track/field/station or on train: 

83) "Special instruction" means instructions issued from time to time by the authorised officer in respect to 
particular cases or special circumstances; 

84) "Station" means any place on a line of the metro rail at which passenger traffic is dealt with; 

85) "Station Controller" means the person on duty who is for the time being responsible for the working of the 
station and traffic within station limits and includes the Assistant Station Controller or any person who is for 
the time being in independent charge of the working of such station and traffic; 

86) "Station section" means that portion of the running track within station limits, which is intervening between 
two consecutive block sections; 

87) "Station Control Room" means the room where station control panel is located; 

88) “Substation” means a building or area containing electrical equipment for reception and transmission of 
electrical energy. 

89) "Supervisor Track and Structure/Works" means any metro employee responsible for the construction or 
maintenance of points and signals, underground structure, surface structure, bridges or other works 
connected therewith; 

90) "Supply control post" means a assembly of interrupters isolator switches, remote control equipment and other 
apparatus provided for controlling power supply to overhead equipment and it includes feeding posts, 
sectioning and paralleling posts and sub-sectioning posts; 

91) "System of working" means one or more of the systems specified in Chapter VII for the time being for the 
working of trains; 

92) "Target distance" means the distance within which the train must attain the target speed; 

93) "Target speed" means the speed displayed on the train operator's console to indicate the speed the train must 

not exceed at the target location; 

94) “Temporary earth” means an additional earth which is applied after the issue of a "permit-to-work” and which 
must be removed prior to the cancellation of the “permit-to-work”. 

95) "Terminal Station" means the station at the end of a line; 

96) “Test Traek”means the portion of the track in the depot used for testing of coaches or a train. 

97) "Third Rail” means a rail on insulators laid by the side of running rails for conduction of electric current to the 

train through the current collector fitted on the train for its running in mainline and depots. 

98) "Track Circuit" means an electrical circuit provided to detect the presence of a vehicle on a portion of track, 
the rails of the track forming part of the circuit; 

99) “Track feeder breaker” means a circuit breaker controlling the supply of 750 volts DC to the third rail 
equipment. 

100) “Traction current” means the current drawn by an electric train at 750 volts DC for movement. 
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101) “Traction Power Controller” means a competent Metro Rail servant who is for the time being responsible for 
the control of power supply and operations pertaining thereto on the traction power distribution system of the 
Metro Rail. 

102) “Traction substation” means a substation where equipments are provided for converting AC to DC through 
rectifier transformer sets. 

103) "Traffic Controller" means a metro rail employee on duty in the Operations Control Centre who is for the time 
being responsible for running of trains on the Metro System; 

104) "Traffic hours" means the period between the time of the start of the running of the first scheduled train in the 
morning and termination of the last scheduled train at night; 

105) "Train" means a consist of driving motor, motor and trailer coaches OR an engine with or without vehicle 
attached or any self-propelled vehicle with or without a trailer which cannot be readily lifted off the track. 

106) "Train Integrated Management System” means a system designed to provide information on a variety of 
functions related to movement of metro trains, like traction, power, braking air conditioning etc; 

107) "Train radio" means a wireless telephone message communication system between the cab of the train 
stations and the control; 

108) "Train Operator" means the driver of the metro train for the time being in charge of movement and control of 
the metro train; 

109) “Transformer” means a static apparatus for transforming and supplying alternating current at different 
voltages. 

110) "Works train" means a departmental train intended solely for execution of work on the metro rail network; 

Note : 


Words and expressions used in these Rules and not defined shall have the meaning respectively assigned to 
them in the respective Acts. 

CHAPTER II 

RULES APPLYING TO METRO RAIL EMPLOYEES GENERALLY 
3. Supply of copies of rules. -The metro rail administration shall supply a copy of these rules and the 
amendments made therein to¬ 


tal (i) Operations Control Centre: 

(ii) each station; 

(iii) each rake maintenance, traction, permanent way and signal depot; and 

(iv) such other offices as may be specified under special instructions; 

(b) each metro rail employee on whom any definite responsibility has been placed by these rules, or of 

such portions of rules as relate to his duties. 

4. Upkeep of the copy of the rules. -Every metro rail employee who has been supplied with a copy of these rules, 
shall — 


(a) have his copy readily available when on duty; 

(b) keep it posted with all corrections; 

(c) produce the same on demand by any of his superiors; 

(d) obtain a new copy from his superior in case his copy is lost or defaced; and 

(e) ensure that the staff working under him are supplied with all corrections or amendments and that 
they comply with the provisions of this rule. 

5. Knowledge of rules. -Every metro rail employee shall— 

(a) be fully conversant with the rules relating to his duties; 

(b) pass the specified examinations as conducted by the authorised officer; 

(c) satisfy himself that the staff working under him are conversant with the rules relating to their duties 
and obtain a written assurance. 


6. Assistance in observance of rules. -Every metro rail employee shall render assistance in carrying out these 
rules and report promptly any breach thereof, which may come to his notice, to his superior officer and other 
authority concerned. 

7. Obedience to rules and orders. -Every metro rail employee shall observe and obey -- 
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(a) all rules and special Instructions; and 

(b) all lawful orders given by his superior officials. 

8. Prevention of trespass, damage or loss.- 

(1) Every metro rail employee shall be responsible for the security and protection of the property of the metro rail 

administration under his charge or possession. 

(2) Every metro rail employee shall endeavour to prevent -- 

(a) trespass on metro rail premises: 

(b) theft, damage or loss of metro rail property; 

(c) injury to passengers, others and himself; and 

(d) fire and other unsafe incidents in metro rail premises. 

9. Attendance for duty.- Every metro rail employee shall be in attendance for duty at such times and places and 

for such periods as may be fixed by the metro rail administration and shall also attend at any other time and 

place at which his services may be required. 

10. Absence from duty.- 

(1) No metro rail employee shall, without prior permission of his superior officer, absent himself from duty 
or alter his appointed hours of attendance or exchange duty with any other metro rail employee or 
leave his charge of duty unless properly relieved. 

(2) If any metro rail employee, while on duty, desires to absent himself from duty on the ground of illness, 
he shall immediately report the matter to his superior officer and shall not leave his duty until a 
competent metro rail employee has been placed in charge thereof. 

11. Taking alcoholic drink, sedative, narcotic, stimulant drug or preparation.- 

(1) A metro rail employee shall not take or use any alcoholic drink, sedative, narcotic or stimulant drug or 
preparation within eight hours before the commencement of his duty or take or use any such drink, 
drug or preparation while on duty. 

(2) No metro rail employee, while on duty, shall be in a state of intoxication or in a state in which, by 
reason of his having taken or used any alcoholic drink, sedative, narcotic or stimulant drug or 
preparation, his capacity to perform his duties is impaired. 

(3) A metro rail employee, while on duty, shall not smoke or chew tobacco. 

12. Conduct of metro rail employees. -Every metro rail employee shall,— 

(a) wear the appropriate badge and proper uniform as specified by the metro rail administration and be 
neat and tidy in his appearance while on duty: 

(b) be prompt, civil and courteous; 

(c) not solicit or accept illegal gratification; 

(d) give all reasonable assistance and be careful to give correct information to the public; 

(e) make complete and truthful statement at all times in all reports pertaining to his duty; and 

(f) when asked, give his name and designation without hesitation. 

13. Duty for ensuring safety.- 

(1) Every metro rail employee shall: 

(a) see that every effort is made for ensuring safety of the public and of his fellow employees; 

(b) promptly report to his superior any occurrence likely to affect the safe and proper working of the metro 
rail which may come to his notice; and 

(c) render spontaneously all possible assistance when called upon to do so by the appropriate official in 
case of an accident or obstruction. 

(2) Every metro rail employee who observes: 

(a) anything wrong with a train: 

(b) any obstruction, failure or threatened failure of any part of the way or works or overhead electric 
equipment including power supply installation; or 

(c) any defective signal: or 

(d) any unusual circumstances such as fire, smoke, flood, accident or other dangerous condition on any 
part of the system likely to interfere with the safe running of trains, or the safety of the public. 

Shall take immediate steps, to prevent an accident, and promptly report the matter to the Operations 
Control Centre or the nearest Station Controller. 
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14. Standard time The working of trains between stations on Bangalore Metro Rail shall be regulated by the 
Indian Standard Time as prescribed by the Government of India. 

15. Access Control - In addition to identity cards, all Metro Rail employees will be provided with access control 
cards signed by their controlling officers to allow them to visit places on the Metro Rail system with restricted 
access in line of their duties. Particularly the following places will have restricted access in addition to other 
places as notified from time to time by the order of competent authority: 

a) Traction substation 

b) Auxiliary sub-station 

c) Signaling equipment room 

d) Telecommunication equipment room 

e) UPS room 

f) Station Control room 

g) Operation control centre 

h) Backup control centre 

i) Depot control centre. 

CHAPTER III 
SIGNALS AND CONTROL 

15. General .- 

(1) The following signals shall be used for controlling the movements of train on metro rail, namely 

(a) cab signals; 

(b) fixed signals; and 

(c) hand signals. 

(2) The aspects displayed by fixed signals are the same by day and by the night, in open and in tunnels. 

(3) A fixed signal shall be placed, where practicable, on the left hand side of the track to which it refers 
and shall be visible from such a distance as will enable a Train Operator to brake a train from 25 km/h 
speed to stop before reaching the fixed signal and a repeater signal shall be provided at locations where 
due to obstructions such visibility is not available, 


16. Description of signals.- 

(1) Cab signals- 

(i) Train movements on running tracks shall normally be governed by the Automatic Train Protection 
System which displays to the Train Operator in the operating console — 

(a) actual speed of the train; 

(b) the maximum permitted speed at each point of travel; 

(c) the distance the train is currently authorised to travel (where provided); 

(d) system alarms; and 

(e) messages. 

(ii) If the target speed indication and the target distance indications, where provided, are greater than zero, 
the indication is referred to as "PROCEED" indication. 


(iii) If either of these indications is "0", the indication is referred to as "STOP" indication. 

(iv) The Train Operator is authorised to drive his train up to the indicated speed as far as authority has 

been given for such purpose. 

(2) Fixed signals- 

(i) On main lines fixed signals are color light signals capable of showing a "Red", “Violet" or 
“Green" aspect. 

(ii) A "Red" aspect indicates that a train must be brought to STOP short of the signal. 

(iii) A "Violet" aspect indicates that the route is set and locked but not fully clear. A train operating 
under cab signals may proceed under the authority of the cab signals but a train operating on 
the sole authority of line side signals must stop. 

(iv) A "Green" aspect indicates that the route is cleared to the next fixed signal and the train may 
proceed as far as the next fixed signal. 

(v) When a fixed signal is not in use, the aspect shall be covered and the cover shall display two 
crossed white bars on a black background, the bars being not less than 30 cms long and 10 
cms wide. 
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(3) Depot signals- 

(!) In depots, fixed signals may be both color light and position light type and main line type fixed 

signals shall comply with the manner as specified in sub-rule (2), and 

(ii) In position light type signalling two white lights displayed horizontally shall mean that a train 
shall stop. 

(iii) Two white lights displayed at an angle shall mean that a train may proceed in restricted 
manual control as far as the line is clear and the Train Operator must keep a good look out 
for an obstruction. 

(4) Hand signals- 

(i) Hand signals shall normally be used only for the shunting of work trains in depot, or at the 
site of work, or in extreme emergency. 

(ii) Any light other than 'Green' or any object waved violently shall be interpreted as a stop signal. 

(iii) "STOP" shall be indicated by — 

(a) a Red lamp; 

(b) raising of both arms above the head; 

(c) waving a white light rapidly from side to side; 

(d) a Red flag. 

(iv) "PROCEED" shall be indicated by a Green lamp held steadily. 

(v) Hand signals for shunting and train movements shall have the following configurations - 

Aspect Indication 

(a) A Green lamp moved slowly up and down Move away from the signal 

(b) A green lamp waved from side to side Move towards the signal 

across the body 

(c) A Red light Stop 

(vi) When during cautious driving or shunting the speed of a train is to be reduced, the hand 
signal for movement shall be given at a slower and slower rate and when a stop is required a 
STOP signal shall be given. 

(vii) Each Station Control Room shall have at least one hand lamp capable of displaying Red, 
Green and White aspects readily accessible and in working order and each Station Controller 
shall be conversant with its location and its proper use. 

(viii) Each metro rail employee involved in the shunting of work trains, the operation of work trains 
at a maintenance site and the operation of work trains within an Engineer’s Possession, shall 
carry a hand lamp capable of displaying Red, Green and White aspects in working order and 
shall be conversant with its proper use. 

1 7. Provision of signals.- 

I. Fixed signals shall be provided on running lines at the approach to all interlocking areas and located in 
such a way that trains will stop at a safe distance from any fouling movement or location. 

II. Fixed signals will also be provided at the exit from interlocking areas. 

III. Fixed signals may also be provided at the arrival and departure end of selected platforms. 

IV. All depot tracks and any other tracks not equipped with Automatic Train Protection will be controlled by 
fixed signals for both entry and exit. 

V. All single ended tracks shall be provided with at least on permanent Red aspect light to indicate the point 
beyond which train shall not proceed. 

VI. Stopping markers shall be provided at all platforms to indicate where a train of a given length will stop for 
the convenient detraining and entraining of passengers. Where trains of varying lengths, may operate 
separate markers will be provided for trains of each potential length. 

18. Working of signals and points.- 

i. Control of signals and points will be from a route setting panel. Complete routes, points and signals, will be 
cleared by a signal operation under normal conditions. 

ii. Any failure of vital equipments shall cause the signalling system to display a more restrictive indication. 

iii. Any route which has been cleared for a train shall not be cancelled until it is cleared by the train entering 
the route except, - 

(a) in case of emergency; and 

(b) in case where operating conditions require that an alternate route be cleared. In this case the 
alternative route shall not be made available for clearance until the pre-set time has elapsed from the 
time the original route was blocked. 
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19. 

19.1 


19.2 


(iv) In conditions of failure of route setting controls, points can be set individually from Operations Control 
Centre, Station Control Room or locally as may be necessary. 

Control of signaling. 

(I) Main line signalling is controlled from an Operations Control Centre and operates normally under 

automatic control with routes being set and train intervals regulated by computer control. 

(ii) The Traffic Controller shall be responsible for maintaining the services at the schedule level as far as 
practicable and for restoring the train services following a delay or disruption. 

(iii) The Traffic Controller at the Operations Control Centre may adjust the timetable and may intervene 
manually to set and clear routes if the timetable needs to be varied or in the event of a major 
disruption. 

(iv) The Traffic Controller, if required, may hand over control of the signals at specific station to the Station 
Controller and a local control panel shall be provided 'in the Station Control Room for this purpose. 
The hand over takes place automatically if there is a loss of control of individual locations from 
Operations Control Centre. 

(v) The Traffic Controller shall have control of all routes on the main line outside of depots. 

(vi) Train movement shall normally be under computer control but the Traffic Controller has the capability 
of setting routes manually and of setting individual points if necessary. 

Safety Communication- 


(i) All communication between Operations Control Center and Train Operators, Station Controller, 
maintenance staff of electrical, rolling stock, signal and telecommunication and track and structures 
department and others pertaining to movement of trains shall be tape-recorded and preserved for 
'incident' analysis and training and the mode of preservation and it duration shall be the same as 
specified in special instructions. 

(ii) Metro rail employees shall initiate and acknowledge radio messages in a manner that ensures 
establishment of communication only between intended parties. 

(iii) Messages affecting train movements shall be addressed to only one train at a time. However, in an 
emergency, a blanket message may be sent to all trains in or approaching a particular area, which 
must be acknowledged individually by all concerned Train Operators. 

19.3 Running lines- 

(!) The Signalling system on the running line is a full Automatic Train Protection System. 

(ii) If the speed which permits a train to stop under normal braking within a limit of safety is exceeded, an 
irrecoverable emergency brake application is automatically made. This ensures that- the train does not 
proceed beyond the safe limit. 

(iii) Normal operation of the train is monitored from indication on the train operator's console and each 
main running line is duly signalled for operation. 

(iv) Certain lines are equipped for Automatic Train Operation with provision for the Train Operator to 
assume manual control of the train if required. 

(v) In the event of failure of the Automatic Train Operation equipment and on lines not so equipped, Train 
Operators will control their trains up to the speed indicated on the console. 

(vi) Where no cab indication is available, trains shall be automatically restricted to a maximum speed of 25 
km/h. 

(vii) Fixed signals are provided at the entrance and exit to each interlocking area and at certain other 
locations. 


19.4 (i) 


( 11 ) 


19.5 (i) 


(ID 


(ill) 


(iv) 


Station Controller’s control panel has the capability of setting routes within the area of control, and of 
setting individual points when necessary. 

On each platform there shall be an emergency Stop Plunger and in the Station Control Room a switch 
for each platform which when operated shall cause any approaching train to stop before it enters the 
platform. Any train entering, stationary in or leaving the platform shall experience a full irrecoverable 
emergency brake application. 

The depot tracks may not be equipped with full complement of Automatic Train Protection and trains 
shall be automatically restricted to a maximum speed of 25 km/h. 

Movements within depots shall be controlled by either main line type fixed signals or of the position 
light type. 

Control of movements within the depot shall be exercised by a Depot Controller from a manual control 
panel or work station within the depot. 

The Depot Controller shall use a control panel for setting and clearing of routes within the depot. 
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(V) 


(vl) 

(vii) 


19.6 (i) 


( 11 ) 


19.7 (1) 


( 11 ) 


(ill) 


(iv) 


(v) 


Instructions to Train Operators as to which siding they shall drive or give permission to depart shall be 
given by train radio on a dedicated depot channel distinct from that used by Operations Control 
Center. 

In the event of the failure of the radio, a Public Address System may be used. 

Both a verbal instruction and a proceed indication from the fixed signals shall be received before a 
train may move into a depot from main line and vice versa. 

Local operation of points on running lines as and when required may only be undertaken by a Station 
Controller with the permission of the Traffic Controller. The handle used to operate the points is 
interlocked with the Station Control Room Signal Control Panel, and its removal from the panel inhibits 
all other controls over the routes concerned. The Station Controller shall acknowledge such transfer of 
control before the Local Control can be activated. 

Some points in depots are trailable, in the event of a route failure they need not be correctly set before 
a movement is authorised over them in the trailing direction. Non-trailable points shall be protected by 
fixed signals. 

All lines of the network are equipped with Automatic Train Operation. It Automatic Train Operation 
Mode, the acceleration, braking, observance of speed restrictions and observance of signal commands 
are undertaken automatically and the Train Operators shall close the train doors and start the train 
from a station and to monitor its functioning. 

All trains are equipped with Automatic Train Protection equipment and can be driven manually under 
the control of the Automatic Train Protection System. Any over speed or failure to brake at the 
appropriate time results in an irrecoverable emergency brake application. The mode of operation shall 
be referred to as "Manual Cab Signal Mode". 

If Automatic Train Protection information is not available from the track side equipment the train can 
be driven with Traffic Controller's permission in "Run On Sight" control. In this mode the on-board ATP 
Equipment restricts the speed of the train to 25 km/h. When Automatic Train Protection information is 
again available from the track, the mode automatically reverts to Coded Manual control. 

If Automatic Train Protection information is not available from the track/Loco/Cab side equipment 
fault, or otherwise the train can be driven in "Restricted Manual" control with Traffic Controller's 
permission. In this mode the on-board Automatic 'Train Protection equipment restricts the speed of the 
train to 25 km/h. This mode is used in depots and exceptionally on running lines when authorised by 
these rules. 

If the on-board Automatic Train Protection equipment is defective, the train may be driven in "Cut Out" 
mode of control. When authorised by the Traffic Controller, the Train Operator may open and operate a 
sealed switch and drive the train without Automatic Train Protection and in this mode the Train 
Operator shall limit the speed of the train to '25 km/h and be responsible for safe movement of the 
train. 


20 . Train detained on line: 

(1) If a train operating under Automatic Train Operation or cab Signals comes to a stop on a running line 
and does not receive a proceed code within 60 seconds, the Train Operator shall inform to the Traffic 
Controller by the radio and ask for instructions. 

(2) The Traffic Controller shall check his indication and if he is satisfied that there is no train ahead, he 
may instruct the Train Operator to select Run On Sight Mode and to proceed exercising utmost 
vigilance so that he may stop short of any obstruction. 

(3) If after travelling some distance, a proceed indication is received by the train, the train shall 
automatically revert to the Coded Manual Mode of control and the Train Operator shall again inform 
the Traffic Controller. He shall use this mode of control as far as the next station. If the train is fitted 
with Automatic Train Operation, this mode of control shall only be selected at the next station. 

(4) If the cause of the problem is confirmed as a track side equipment malfunction, the Traffic Controller 
may instruct subsequent trains without waiting for the Train Operator to seek instructions provided 
the preceding train has passed through the affected section and repotted resumption of Manual Cab 
Signal Mode. 

(5) If a train operating under the authority of line side signals only stops at a fixed signal at danger and it 
does not clear within 60 seconds the Train Operator shall inform to the Traffic Controller by the radio 
and ask for instructions. 

(6) The Traffic Controller shall consult the concerned Station Controller in control of the signaling and 
decide whether or not the train may proceed. 
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(7) If there are no points in the route ahead, the Traffic Controller may instruct the Train Operator to 
proceed as far as the next fixed signal at a reduced speed such that he can stop short of any 
obstructions. 

(8) If there are points in the route the Traffic Controller and the Station Controller shall examine the 
indication of the points and If indications at the station and the Operations Control Centre agree that 
all points are set correctly and locked the Traffic Controller may instruct the Train Operator to proceed 
as far as the next fixed signal at a reduced speed such that he can stop short of any obstruction. 

(9) If points are not indicated as set and locked the Traffic Controller shall instruct the Station Controller 
to examine the points concerned. If they are lying in the wrong direction, he shall manually set the 
points with the handle from the Station Control Room. The points shall be secured with a clamp and 
padlock and the train instructed by hand signal to proceed. 

21. Absence of cab signaling: 

(1) Failure of the cab signaling shall initiate an irrecoverable emergency brake application. 

(2) The Train Operator shall report the occurrence to the Traffic Can Controller and seek instructions. 

(3) The Traffic Controller shall verify as far as practicable from his own diagram that the problem is not 
caused by a track side fault or another train and if no cause is apparent he shall instruct the Train 
Operator to select Run On Sight Mode and try to move. 

(4) If the train does not move, the Traffic Controller shall authorise the Train Operator to select the 
Restricted Manual Mode and try to move. 

(5) If the train still does not move, the Traffic Controller shall authorise the Train Operator to operate the 
"Cut Out" switch and to proceed in Cut Out Mode of control to the next station. 

(6) At the next station, passengers shall be detrained and the train worked to depot or a suitable siding. 

22 . Failure of fixed signals.- 

(1) If a Train Operator observes that a fixed signal is not displaying any aspect, he shall report the 
condition to the Traffic Controller. 

(2) If cab signal indications are available, the train shall proceed according to these indications. 

(3) If the train is operating without cab signal indications, the Train Operator shall stop the train at the 
signal and seek instructions from the Traffic Controller by radio. 

(4) All concerned staffs shall then follow the provisions of sub-rules (6) to (9) of rule 20. 


23 . Failure of route setting. - 

(1) If a route through an interlocking area cannot be set automatically or by manual control from the 
Operations Control Centre, the control of the area shall be passed to the local Station Control Room. 

(2) If the route cannot be set from the Station Control Room signalling control panel, the Traffic Controller 
shall instruct the Train Operator to secure his train and await for instructions. 

(3) The Traffic Controller and the Station Controller shall examine the indications for the points and if 
indications at the station and at Operations Control Centre agree that all points are set correctly and 
locked, the Traffic Controller may instruct the Train Operator to select Run On Sight Mode and proceed 
at reduced speed such that he can stop short of any obstruction. Once cab signals show a proceed 
indication, Manual Cab Signal Mode shall automatically be resumed and must be maintained as far as 
the next station. If the train is equipped with Automatic Train Operation, then the Automatic Train 
Operation control may be resumed at the next station. 

(4) If any point indication is missing or shows the points set for the wrong direction, or there is a 
discrepancy between the indications at the station and in Operations Control Centre, the Station 
Controller shall examine the position of the points' himself. If they are lying in the wrong direction, he 
shall manually set the points with the handle from the Station Control Room. The points shall be 
secured with a clamp and padlock and the train instructed by hand signal to proceed. The Train 
Operator shall be instructed to resume Manual Cab Signal Mode and normal speed once a proceed 
indication is shown by the cab signalling. 

(5) The Station Controller, after examining the position of the points under sub-rule (4), shall then return 
to the station and report to the Traffic Controller that the route remains secured and any subsequent 
train may be instructed by radio to proceed. 

(6) In depot, the Depot Controller may instruct the Train Operator by radio to proceed if - 

(a) point indications for all point in the route show the points to be set and locked in the correct 
direction; 

(b) any points not showing an indication shall be traversed in the trailing direction. 
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(7) If points for which indications are not available have to be traversed in the facing direction, the Depot 

Controller shall set the points manually and secure them in the correct position with the clamp and 
padlock before authorizing the train to proceed. 


24 . General.- 


CHAPTER IV 
WORKING OF TRAINS 


(1) No person shall drive a train unless he is in possession of a valid Certificate of Competency issued by 
Authorized Officer. 

(2) No Train Operator may be booked to work a train until he has learnt the road and signed a certificate 
that he is fully acquainted with it. For this purpose, he shall be booked for three round trips including 
one trip during night before being put to work the train independently. 

(3) A Train Operator who has not worked on a section for 3 months or more should be given road learning 
trips to refresh his knowledge as under: 

Duration of absence No. of road learning trips 

• 3-6 months 1 round trip 

• over 6 months 3 round trips 

(4) No train shall be driven on a running line from the rear cab except,- 

(a) a locomotive working within an Engineer's Possession under the control of hand signals; 

(b) in exceptional circumstances, when authorised by a official not below the grade of Operations 
Control Centre Traffic Controller and a look out shall be positioned at the leading end with the 
capacity to apply the emergency brake. The speed of the train shall be 10 km/h. 

(5) In depot, the train shall be always driven from the leading cab in the direction of travel or otherwise the 
Train Operator in the rear cab shall be instructed by cab to cab telephone by a second qualified Train 
Operator in the leading end cab. 

(6) In depot, where a part consists or damaged train cannot be driven from the leading end, a look out 
shall be posted at the leading end. The Train Operator shall have the means of sounding an audible 
warning and, if practicable, the means of applying the emergency brake. 

(7) Each train while manned shall show two white lights to the front and two red lights to the rear in the 
direction of travel. 

(8) A stationary train on a running line shall be secured and shall show two red lights at each end of the 
train. 

(9) A train stabled in a depot or siding shall show at least one red light at each end at a double ended 
siding and at the outermost end in the dead end siding. 

25 . Service regularity.- 

(1) Every effort shall be made by Operations Control staff, station staff and train staff to ensure that 
scheduled intervals between trains are maintained. 

(2) Each Train Operator shall start his train from terminal station as soon as he gets the 'Departure Order 
Indication'. 

(3) Each Train Operator shall start his train each intermediate station at the time indicated by the 
'Departure Order Indication'. 

(4) Each Train Operator shall follow any instruction from the Traffic Controller which varies the scheduled 
timings of his train. 

(5) Each Train Operator shall be supplied a copy of the current working timetable applicable to the line on 
which he is working and he shall be in possession of such time table while on duty. 

26 . Speed of trains.- 


(1) Every train shall be run on each line of metro rail within the limits of speed as specified in the special 
instructions. 

(2) The speed of the trains in Automatic Train Operation Mode shall be automatically controlled by the 
Continuous Automatic Train Control System. 

(3) In Automatic Train Protection Mode, the Train Operator, shall regulate the speed of trains according to 
the cab signals, the maximum permissible speed shall not be exceeded and the speed of the train shall 
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be such that it can be stopped within the distance indicated, as being the limit of safety. Failure to do 
so shall result in irrecoverable application of emergency brakes. This shall be viewed as a failure on the 
part of the Train Operator. 

27 . Caution Order.- 

( 1 ) Whenever in consequence of the track or overhead equipment being under repair, or for any other 
reason, special precautions are 'necessary, a Caution Order detailing the kilometres between which 
such precautions are necessary, the reason for taking such precautions and the speed at which the 
train shall travel, shall be handed over to the Train Operator at the stopping station short of the place 
where such precautions are necessary or at such other stations or work place and in such a manner as 
specified under special instructions. 

(2) Train Operators, not in passenger service, shall reduce speed of their trains to 20 km/h when passing 
through station platforms during the period of revenue operation. An audible warning shall be sounded 
while entering the platform. 


28. Train staffing.- 

(1) (a) Each train shall be manned by only one Train Operator. 

(b) No person is allowed to travel in the Train Operator's cab, except a cab authorised trainee or 
apprentice Train Operator, a driving inspector and other authorised person as laid down in special 
instructions. 

(2) Each Train Operator shall, at all times when on duty, be in possession of- 

(a) 'a Train Operators' handbook containing the General Rules and Special instructions and the 
.operating and trouble shooting procedures for the train; 

(b) the current Working Timetable for the line; 

(c) two pairs of such spectacles he is required to wear under medical advice; 

(d) a hand lamp capable of showing red, green and white aspects; 

(e) a watch; and 

(f) a First Aid Box. 

(3) Each Train Operator when reporting for duty shall examine any notices issued for his guidance and in 
particular those which require his special attention on the specific day and line. 

(4) In the event of a Train Operator becoming incapacitated while driving a train, he shall, if capable, 
inform the Traffic Controller who shall inform the Station Controller at the next station. 

(5) If the train is under Automatic Train Operation control it shall arrive at the next station under 
automatic control and the Train Operator may be relieved at that station for medical attention. 

(6) Working of the train shall be taken over by the Station Controller until such time as another Train 
Operator is made available. Senior most booking clerk qualified in the duties of Station Controller shall 
be in charge of the station during the absence of Station Controller. 

(7) If the train is under manual control, it may get stopped between stations. In this case the Station 
Controller at the station in rear of the train shall board the following train, instruct the Train Operator 
to select Restricted Manual control and proceed to the rear of the stalled train. 

(8) The Station Controller shall then instruct the Train Operator to close down his driving position and 
secure the train and leave it in that condition until further instructed by the Traffic Controller. 

(9) The Station Controller shall then board the stalled train, go to the leading cab and drive the train to the 
next station where the Train Operator may be relieved for medical attention. On arrival at the next 
station, the Traffic Controller shall be informed that the following train may now be authorised to 
resume normal working. 

(10) The Station Controller shall continue to drive the train until such time when another Train Operator 
shall be made available. Once relieved by a Train Operator, the Station Controller shall return to his 
station as speedily as practicable. 


29. Train defects. - 

(1) No train with defective safety equipments, cab signalling, leading cab controls, interior lighting, brakes 
or doors shall remain in passenger service and shall be removed to depot and replaced by a serviceable 
train at the earliest opportunity. 

(2) (i) If traction power is lost on any car, the train need not be withdrawn from service. If power is lost on more 

than one car and the reduction in speed causes delay to following trains, the passengers shall be 
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detrained at a station and the train worked empty. Otherwise the train may remain in passenger 
service until it can be replaced by a serviceable train. 

(ii) In the event of a mechanical defect in the traction motor or drive which causes the wheels to lock, the 
train shall be stopped immediately and shall not be moved until clearance has been given by a Rolling 
Stock Supervisor. 

(iii) If a Train Operator finds that the train cannot be driven or braked from the leading end cab, 
passengers shall be detrained as per the provisions referred in clauses (iv) and (v) of this sub-rule. 

(iv) Such an occurrence may usually happen at a station and a terminal in which case the passenger shall 

be discharged at the station itself. To dispatch the train to the depot, the Station Controller shall board 
the train and act as look out in the leading cab while the Train Operator drives from the rear cab in 
Restricted Manual control. Information on signals and cleared routes shall be passed by cab to cab 
telephone and train speed restricted to 10 km/h. 

(v) In the unlikely event that the defect causes a train to stop between stations, the Station Controller from 
the station in the rear shall give assistance using the procedure described in sub-rule (7) to sub-rule 
(10) of rule 28 to gain access to the train. 

(3) (i) A failure of the traction control line shall be indicated on the Train Integrated Management System panel. 

In the majority of cases, the Train Integrated Management Systems shall enable the fault to be isolated 
and only in the case of simultaneous failure of redundant equipment shall the train be rendered 
inoperative. 

(ii) When such failure of the traction control happens on a running line, the Train Operator shall inform the 

Traffic Controller that his train is stalled and requires assistance to move. 

(iii) The train shall be dealt with in accordance with rule 45. 

(4) (i) Failure of brakes to apply or to release shall be indicated on the Train Integrated Management System 

panel. If brakes on any cars, up to a maximum of 50% fail to apply, passengers must be detrained at 

the next station and the train worked to depot at a speed not exceeding 25 km/h. 

(ii) If brakes fail to apply on more than 50% of the cars, the train shall be brought to a stop as soon as 

possible by application of the emergency brake and shall not proceed until authorised by a competent 
person from the Rolling Stock maintenance department. 

(iii) If brakes fail to release on any cars, up to maximum of 50% the brakes shall be isolated on the affected 

cars, the brakes released by Local Control, passengers shall be detrained at the next station and the 
train worked to depot at a speed not exceeding 25 km/h. 

(iv) If brakes fail to release on more than 50% of the cars, no attempt shall be made to move the train until 

authorised by a competent person, from the Rolling Stock Maintenance Department. 

(5) (i) If doors on a train are not indicated as "closed", the train shall not start from a station. If doors cannot be 

closed by hand or there is no obviously open door and the "doors closed" indication is still not received, 
passengers shall be detrained and the train shall be worked empty until it can receive attention from 
the Rolling Stock Maintenance Department. 

(ii) If some doors of train do not open at stations but after closing the doors all doors are indicated as 
closed, the train may remain in passenger service. In peak period the extended dwell times at stations 
that could result from some doors not opening may make it desirable for the train to be withdrawn 
from service to avoid delaying the following trains. 

(6) Failure of an air-conditioning unit shall be indicated on the Train Integrated Management System 
panel. Although it has no effect on the safe operation of the train. Train Operator shall report such 
failure to Operations Control Centre, so that the rake receives prompt attention to relieve hardship to 
passengers. 

(7) (i) Failure of main car lighting on one or two cars shall be reported by the Train Operator to Operations 

Control Centre and the train may continue in passenger service to the end of its trip provided the 
emergency lighting is working satisfactorily and at the terminal it shall be withdrawn from service or 
replaced by a good train. 

(ii) If all main training lightings fail or main lighting and emergency lighting both fail, on the same car, 
passengers shall be detrained at the next station and the rake withdrawn from service. 

30. Examination of trains.- 

(1) Each train shall be examined by a competent person from the Rolling Stock Maintenance Department 

before being offered for passenger service. 

This examination shall ensure that all functions of the working correctly and in particular safety 
devices, such as - 


( 2 ) 
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(i) Cab signalling 

(ii) Safety brake circuits 

(iii) Train/Depot Control Centre/Operations Control Centre radio 

(iv) Head and tail lights 

(v) Train Integrated Management System Display Panel 

(vi) Brake gears 

(vii) Isolating cock ties intact 

(viii) Miniature Circuit Breaker and Safety Switch seals intact; and 
(ix) Any other item specified under special instructions. 

(3) The competent staff shall sign a certificate of safety test indicating duration of its validity, which shall 
remain in the leading cab in the direction of departure. 

(4) The Train Operator who runs the train from the depot shall check that the certificate is up-to-date and 
currently valid before moving the train and he shall also check the head lights, the tail lights, the 
marker lights and the speedometer of the train. 


31. Duties of a Train Operator. - 

(1) The Train Operator shall pay immediate attention and obey every signal and shall always be vigilant 
and cautious and keep a sharp look out. 

(2) When a Train Operator not working under Automatic Train Protection Cab Signals, when approaching 
a fixed signal at 'on' or 'defective', he shall not pass a fixed signal that refers to his train, when it is 'on' 
or 'defective', unless after bringing his train to a stop, he is either given a written authority by the 
Station Controller to proceed past such signal or is authorised by Operations Control Center Traffic 
Controller on train radio in accordance with special instructions. 

(3) The Train Operator shall not operate the train at higher than the maximum authorised speed. 

(4) Train Operators shall be alert for changing rail conditions and shall exercise extra care when operating 
in areas which may be affected by grease, oil, water or other substance, which could cause running 
rails to become slippery and shall adjust their speeds accordingly. 

(5) When closing the train doors, the Train Operator shall observe the platform end, as far as practicable, 
prevent the closing doors from striking boarding passengers. 

(6) If the doors are obstructed or the "doors closed" indication is not received, the Train Operator shall 
reopen the doors and close them again till the “door closed” sign comes. 

(7) In trains operating under Automatic Train Operation Control, the Train Operator shall start the train 
after closing the doors. All further progress to the next station and the opening of doors there takes 
place automatically. The train operator shall monitor his console. 

(8) In trains not operating under Automatic Train Operation control, the Train Operator shall drive the 
train, observing and obeying cab signals, to the next station and shall stop the train at the appropriate 
stopping mark. Doors of the train shall not be opened until the train has come to a complete stop. 

(9) If a train stops short of its proper stopping place, even in Automatic Train Operation control, the Train 
Operator shall manually drive the train to its proper stopping place before opening the doors. 

(10) If a train stops beyond its normal stopping place but with the doors still on the platform, the doors may 
be opened manually and passengers allowed to alight and board. 

(11) If a train stops beyond the end of the platform, the Train Operator shall seek instruction from the 
Traffic Controller. If the Traffic Controller can prevent the following train from approaching the platform 
by using the Signalling controls, he may do so and then authorise the train at the platform to reverse 
until all doors are at the platform. Otherwise, an announcement shall be made to the passengers and 
the train may proceed to the next station without opening the doors. If the train is the last train of the 
day, passengers may be allowed to disembark from the train by opening selected doors by the exterior 
emergency doors control. 

(12) If a passenger emergency alarm is operated in the train, the Train Operator shall try to establish voice 
communication with the location by intercom or public address. The Train Operator shall try to 
establish the reason for the operation of alarm but, unless there is a clear and immediate danger to the 
train and its passengers, he shall continue to the next station before taking any action. Train operator 
shall inform on radio the traffic controller in the OCC and station controller of the station at which the 
train stops about operation of passenger emergency alarm. 
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32. Locomotives, works trains and maintenance vehicles. - 

(1) Locomotives, works trains, and self-propelled maintenance vehicles equipped with Automatic Train 

Protection equipment shall be worked as per all relevant rules made under the Act, for operation on 
main lines and in depots as for passenger trains. 

2) The Train Operator of a self-propelled maintenance vehicle which is permitted to operate on running 

lines shall hold a Certificate of Competency as a Train Operator or to be accompanied by a person 
holding certificate of competency. In the latter case, the person holding the certificate of competency is 
responsible for the observance of these rules in respect of the operation of the vehicle. 

(3) Before departing from depot, or from a work site where the train has been uncoupled, the Train 
Operator of the leading locomotive shall - 

(a) ensure that the train is fully coupled; 

(b) carry out a continuity test of the automatic brake; and 

(c) verify that all handbrakes have been released. 

(4) Subject to sub-rule (2) of rule 32, the Train Operator of a locomotive works train or self-propelled 
maintenance vehicles, shall possess at all times, when on duty - 

(a) a hand lamp capable of showing a red, green and white aspect; and 

(b) any special notices relating to the working of works trains. 

(5) Any unpowered vehicles, stationed on a siding or on the running line, shall be secured by the 
application of sufficient number of hand brakes unless coupled to a locomotive. 

(6) Any such vehicle or group of vehicles shall have a lamp attached to the outermost vehicle displaying a 
red aspect in the direction of approaching trains and on a running line such lamps shall be placed at 
both the ends of the vehicle or group of vehicles. 

(7) Any self-propelled maintenance vehicle which is not fitted with Automatic Train Protection equipment 
shall be taken on running line only if - 

(a) it is coupled to a locomotive or other vehicle which is so equipped; and 

(b) it is working within the limits of an Engineer's Possession. 

(8) Shunting of vehicles to make or break works train consists shall only take place in designated depot 
areas. 

(9) Fly shunting of any vehicles is expressly prohibited at any time. 

Note. - A ’Fly shunt' is made when two vehicles are sent forward unattached either together or one immediately 
after the other and placed on different lines necessitating the points being reversed after the passage of 
the leading vehicle. 

CHAPTER V 

CONTROL AND WORKING OF STATIONS 
33. Responsibilities of Station Controller. -Each Station Controller shall - 

(i) open the station ten minutes before the advertised time of the first train: 

(ii) carry out an inspection of the station premises, at the start of his duty period recording any defects or 
irregularities found and reporting the same to authorities concerned including the Operations Control 
Centre for prompt rectification: 

(iii) be responsible for the supervision of passenger flows, and the provision of adequate barriers and 
escalator services, ensuring that all staff render prompt assistance to passengers; 

(iv) be responsible for reporting any defect and failure of equipment on the station to the appropriate 
maintenance department; 

(v) be responsible for the training of station staff in local rules and conditions, for monitoring of their 
performance, discipline and administration; 

(vi) observe the departure of last train and at interchange station shall supervise the interchange of 
passengers between last advertised connecting trains and shall inform the Traffic Controller when all 
interchange has been completed and the last train may depart; 

(vii) inspect the station after the departure of train to ensure that no unauthorised person remain on the 
premises and then lock all entrances; and 

(viii) be responsible for keeping a log book which details occurrences on the station which shall include 
among either things, timings and reports of inspections, timings and location of maintenance activities, 
complaints or requests from passengers, instructions from the Traffic Controller, periods of local 
control of signalling and unusual incidents, etc. 
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34. Responsibilities of Platform Supervisor. - The Platform Supervisor, where provided, shall- 

(i) monitor the boarding and alighting of passengers and alert to observe any accident and report each to the 
Station Controller; and 

(ii) when a dangerous situation arises such as passenger falling on the track, operate the Emergency Stop 
Plunger to stop any train on or approaching the platform and report his action to the Station Controller. 

35. Responsibility of booking office staff.- 

(1) The booking office staff shall - 

(i) be responsible for the sale of tickets at ticket windows and by self-service machines, where 
provided; 

(ii) sell tickets for the prices in the current fare table and render exact change as may be required; 

(iii) account for all tickets sold and all cash taken in accordance with instructions issued from time to 
time; 

(iv) keep large amounts of cash at their points of sale. Only such cash as is necessary for change 
giving may be kept. The surplus shall be kept in a locked safe or other secure storage; 

(v) be responsible for ensuring that self-service ticket vending machines, if provided are adequately 
stocked with tickets and that cash is regularly removed from the machines to secure storage; 

(vi) be responsible for reporting malfunctions or irregularities in the operation of ticket issuing 
equipment to the maintenance department; and 

(vii) assist the passengers during crowd control and emergency evacuation procedure. 

(2) The senior booking office staff shall - 

(i) be responsible for the accurate accounting for tickets sold and cash received; and 

(ii) be required to assist or deputise for the Station Controller when circumstances demand. 

36. Security.-(l) 

(1) Stations shall be opened for access to the public 10 minutes before the advertised time of departure for 
the first train until all the passengers have left the station after the arrival of the last train. At all other 
times the stations shall be secured against unauthorized entry. 

(ii) At a location near the Station Control Room, a key to a designated emergency exit shall be provided in 
a sealed glass box. This key is for the use of maintenance staff in the event of emergency during non¬ 
traffic hours. The emergency key box shall be inspected each morning by the Station Controller and 
use of the key shall be reported to the Security Controller who shall arrange for the box to be secured 
again. 

(iii) The emergency exits, wherever provided, may also be used for passenger evacuation in emergency, if 
required. 

(2) All equipment rooms shall be kept locked at all times when access is not required. When these rooms 
are accessed by authorised person, such person shall be responsible for ensuring that no unauthorised 
person is permitted access. 

(3) (i) All areas not required for the passage of passengers at the stations shall be secured against unauthorised 

access. 

(ii) Booking offices and other places where items of value such as tickets and cash are kept shall be kept 
locked at all times. Within such areas, tickets and other items of value shall be kept in locked 
cupboards. 

(iii) Cash shall be kept in a locked safe and only such amounts as are to provide change for ticket sales 
may be retained at the point of sale. 

(iv) Transfer of cash outside of the secure area shall only be undertaken during quiet periods. 

37. Station Working Orders.- 

(1) In addition to the General Rules and specific instructions of the metro rail, each station shall be provided 
with the Station Working Orders applicable to the station giving details of— 

(a) the location of equipments and guidelines for their use; 

(b) the emergency evacuation routes at station and with adjoining block section; 

(c) the designated entrance for attendance by police, fire and ambulance vehicle; 

(d) the designated entry for fire services; and 

(e) list of medical facilities locally available. 
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(2) Copies of these Station Working Orders shall be issued to each Station Controller who is required to work 
at the particular station. 

(3) A copy of these Working Orders shall be kept in a special marked binder in a conspicuous place in the 
Station Control Room. 

38. Prevention of overcrowding.- 

(1) if a service delay or other incident causes a buildup of passengers on a platform, the Station Controller 
shall decide when that build up is likely to be unmanageable. 

(2) when any situation referred to in sub-rule (1) arises, the Station Controller shall reduce the flow of 
passengers to the platform by- 

fa) making a warning announcement and stopping some or all of the inwards escalators; 

(b) switching out some or all of the inward Automatic Fare Collection (AFC) barriers; and 

(c) instructing the ticket sales staff to cease selling tickets. 

(3) If despite all measures taken, overcrowding develops in the concourse; passengers shall be advised to leave 
the station and the station entrances may need to be closed. 

(4) When train services are restored, the restrictive measures may be progressively or completely removed 
depending upon the level of train services available. 

39. Emergency evacuation.- 

(1) The Station Controller shall control the evacuation from the Station Control Room in the event of 
evacuation of the station becoming necessary as the result of cessation of train services, risk of fire or other 
emergency— 

(a) all Automatic Fare Collection barriers shall be set to open freely in the exit direction and the 
station staff deployed to assist in passenger evacuation; 

(b) information and instruction shall be passed to the public by Public Address System and where 
available, visual displays; 

(c) all inwards escalators shall be stopped and used as fixed stairways in the outwards direction; 

(d) all ticket sales shall be suspended and the staff used to assist in passenger evacuation; and 

(e) all station exits shall be opened. 

(2) Station staff shall verify that each area of the station has been evacuated and when areas are verified 
as clear of passengers, the staff shall leave the station and secure it unless otherwise instructed by the 
Traffic Controller. 

(3) If fire or smoke is present, passengers shall, as far as practicable, be instructed to use exit routes that 
avoid contaminated area. 

(4) If the fire is in the station, the Traffic Controller shall be informed so that he can instruct Train 
Operators not to stop the train at the station. 

(5) If the extent of fire in a station is so extensive that the trains should not approach the station, the 
station Controller shall inform the Traffic Controller to instruct the trains coming towards the affected 
station to stop at the previous stations for evacuating the passengers there. This should prevail till 
normalcy is restored to the affected station. 

(6) If the fire is at the concourse level of the station, the train may be stopped to allow passengers to board 
only, as means of evacuating the passengers more quickly and Train Operators shall make 
announcements in their trains to inform passengers not to get down from the train at affected station. 

40. Supervision of train movements.- 

(1) When the station control panel is not operative and control is being exercised from the Operation 
Control Centre, Station Controller shall observe the passage of trains and Be alert to take action if the 
train service is in any way disrupted. 

(2) Any failure of any indication on the panel or work station shall be reported immediately to the Traffic 
Controller. 

(3) Control of the panel may only be taken with the permission of Traffic Controller Operation of individual 
routes and points shall be carried out as per the Traffic Controller's instructions. 

41. Class of station. -The stations in metro rail are classified as 

(a) terminal stations; or 

(b) inter-locked stations having points and crossings, fixed signals, and siding etc.; or 

(c) other intermediate stations not having points and crossings (with or without fixed signals); or 

(d) any other class as specified in special instructions. 
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CHAPTER VI 

ACCIDENT AND UNUSUAL OCCURRENCES 

42. Report of the accident and unusual occurrences.- 

(1) The accident and incident shall be reported by metro rail employee to the concerned or any other 
person who notices it with utmost expediency to the Traffic Controller or the nearest Station Controller 
as soon as practicable. 

(2) On receipt of a report under sub-rule (1), the Station Controller shall inform the Traffic Controller and 
vice versa. 


43. Duties of the station staff.- 

(1) On receipt of a report of an incident, accident or emergency, as the case may be, under sub-rule (1) of 
rule 42 the Traffic Controller shall first ascertain the extent of injury to passengers and others and take 
prompt action to prevent further injuries and he shall also assess the potential effect on the train 
services and then all reasonable measures to maintain the train services, prevent delay or damage to 
property and equipment. 

(2) In case of suicide, Train services are to be interrupted for a while. The Station Controller shall request 
the Traffic Controller for a suspension of Train services in the required direction after personally 
assessing the situation. He shall then inform Police and Fire Services about it. The body should be 
extracted by Fire Service people after a preliminary examination by Police. The Traffic Controller shall, 
in the meantime, alert the coach maintenance staff to be in readiness to render necessary help in 
extricating the body. He shall arrange for the replacement of the Driver of the affected train. The train 
should be evacuated and taken to the nearest depot after extrication of the body, if desired by the 
Police for further investigation. Otherwise normal services should be resumed. 

(3) If the incident is an emergency, the Traffic Controller shall report it to the Chief Controller and the 
Chief Controller shall arrange for the assistance of the Metro rails' emergency response staff and where 
necessary, the assistance of Police, Fire and Ambulance services. 

(4) The Traffic Controller shall keep a log of all reports and requests received action taken and other 
relevant information obtained or distributed. 

(5) A Station Controller, in the event of an accident at his station, shall take measures to prevent the 
situation becoming worse, render First Aid if possible arrange for the injured to be hospitalized and 
inform the Traffic Controller for outside help. 

(6) If the accident is an emergency, the Station Controller shall evacuate the area concerned and take 
measures to prevent access to the area other than by the emergency services and in extreme cases, the 
station may be closed and the Traffic Controller requested to arrange for trains to pass the station 
without stopping. 

(7) A full record of events and actions shall be entered in the Station Log. 

(8) All staff shall deal with accidents and emergencies expeditiously and with the following priorities:— 

(a) save life, prevent further injury, and alleviate suffering; 

(b) protect Metro rail property and equipment; 

(c) take steps for preservation of clues; 

(d) inform the public of the effect on train services and the availability of alternative transport 
facilities; 

(e) restore the safe operation of the train services as quickly as practicable; and 

(f) restore normal services. 


44. Train stopped between stations.- 

(1) (i) If a Train Operator cannot isolate a defect on his train and is unable to move it under its own power, he 
can secure the train and request the Traffic Controller for assistance. 

(ii) The Traffic Controller shall instruct the Train Operator of the following train to drive as close to the 
stalled train as possible under Coded Manual Control. At the limit of authority under cab signalling, 
the ’Traffic Controller' shall instruct the Train Operator of the assisting train to change to Restricted 
Manual Control and to proceed at reduced speed and stop ten meters short of the stalled train. 

(iii) The Traffic Controller shall instruct the Train Operator of the defective train to secure his train and 
then instruct the Train Operator of the assisting train to couple to the defective train by mechanical 
means only and to isolate all electrical connections to the defective train. 
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(iv) Once the trains are confirmed as coupled, the Traffic Controller shall instruct the Train Operator of the 
defective train to release the brake of his train. 

(v) The Train Controller shall then authorize the Train Operator of the assisting train to drive forward at 
restricted speed exchanging communication with the Train Operator of the defective train in the lead 
cab, until the defective train is at the platform of the next station. Passengers shall be detrained from 
the defective train. The combined consist shall then be moved forward until the assisting train is at the 
platform. All passengers shall be detrained from that train. 

(vi) The train shall be worked as a combined consist to depot in Restricted Manual Mode with leading and 
intermediate Train Operators exchanging communication on cab to cab telephone. 

(2) (i) If traction power is lost, all trains shall coast as far as the momentum of the train and the signalling 

system permit. The objective is to get every train to a platform where passengers can be detrained if the 
incident is likely to be prolonged. 

(ii) If traction power has not been restored within 15 minutes, passengers shall be detrained from all trains 
at stations, and the process of detraining any trains stopped between station shall be initiated. 

(3) (i) If a train cannot be moved as a result of derailment or other mechanical failure, passengers shall be 

evacuated as soon as practicable. 

(ii) The Train Operator of the stalled train shall secure the train and inform the Traffic Controller that he is 
unable to move his train and the Traffic Controller shall decide the most appropriate method of 
evacuation taking into account proximity of stations, availability of trains and other local conditions 
and advise the Train Operator the direction from which assistance is to be provided and inform the 
Station Controller at the station to which passengers shall be evacuated. 

(iii) If a train cannot be moved as a result of derailment or other mechanical failure, the following methods 

of evacuation shall be followed, namely: 

(a) evacuation to a train on the same track: or 

(b) evacuation to a train on an adjacent track; or 

(c) evacuation on foot to the nearest station. 

(iv) Passengers shall be detrained from the assisting train and the Traffic Controller shall instruct the Train 
Operator to select Restricted Manual Mode and drive at not more than 25 km/h and to stop at least 10 
metres from the stalled train. 

(v) The Train Operator shall report to Operation Control Centre when he has reached this location and the 
Traffic Controller shall then instruct him to move his train and stop it 10 metres short of the stalled 
train. 

(vi) The Train Operator of the assisting train shall secure his train and open the end door at the leading 
end and the Train Operator of the stalled train shall open the corresponding door on his train and the 
two Train Operators shall assist passenger to shift from the stalled train to the assisting train. 

(vii) When all passengers have been transferred, the end doors of both trains shall be closed and secured. 

(viii) The Train Operator of the stalled train shall remain with his train and the Train Operator of the 

assisting train shall move to the other cab and report to the Traffic Controller that all passengers have 
been transferred and that his train is ready to move. 

(ix) The Traffic Controller shall instruct the Train Operator to select Restricted Manual control and drive 
the train to the station from which he came where passengers can be detrained. 

(x) On open sections and in double track tunnels, if assistance cannot easily be given by a train on the 
same track, a train on the adjacent track may be used. 

(xi) On receipt of a request for assistance, the Traffic Controller shall inform the Station Controllers at the 
station on the either side of the location of the incident. 

(xii) Passengers shall be detrained from a train at the preceding station in the normal direction of travel on 
the adjacent line. 

(xiii) The Traffic Controller shall instruct the Train Operator to select Manual Cab Signal Mode and to drive 
his train to a point, ten metres from the front of the stalled train. 

(xiv) The Train Operator of the assisting train shall secure his train and deploy the ramp or step ladder at 
the leading end of his train and report completion to the Traffic Controller. 

(xv) The Traffic Controller shall then instruct the Train Operator of the stalled train to deploy the ramp or 
step ladder at the front of the train. 

(xvi) The two Train Operators shall then supervise the transfer of passengers via the ramps or step ladders 
and the track from the stalled train to the assisting train taking particular care to inform passengers of 
the dangers of tripping on rails and other equipment. 
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(xvli) Once all passengers have been transferred, the ramps or step ladders shall be replaced and secured 
and completion reported to the Traffic Controller by the Train Operator of the assisting train. 

(xviii) The Train Operator of the stalled train shall remain with his train. 

(xix) The Traffic Controller shall then authorize the assisting train to proceed to the next station where 
normal service may be resumed. 

(xx) If a train does not move as a result of derailment or other mechanical failure, passengers shall be 
detrained and action taken to evacuate them on foot to the nearest station. 

(xxi) The Traffic Controller shall decide to which station passengers are to be evacuated, this shall normally 
be the nearest station but other factors, such as the location of the trains, ventilation consideration in 
tunnel sections and any damage to track, train or structures may make it desirable to use an 
alternative station. 

(xxii) The Traffic Controller shall inform the Station Controller at the station designated to receive the 
passengers and the Station Controller shall clear the platform concerned of waiting passengers and, if 
necessary, stop incoming passengers, and if a tunnel section is involved, he shall switch on tunnel 
lighting and he shall position himself and his security staff on the platform to receive the arriving 
passengers. 

(xxiii) The Station Controller shall prepare to render assistance or First Aid to any passenger who may have had 
difficulty or accident during the evacuation. 

(xxiv) On open sections and in double track tunnels, the Traffic Controller shall arrange for traffic to be 
suspended on the adjacent track for the duration of the evacuation. 

(xxv) The Traffic Controller shall verify with the Train Operator that the train has been secured and then 
instruct him to deploy the ramp or step ladder at the end of the train nearest to the designated station. 

(xxvi) Passengers shall be informed of the procedure to be followed and given explicit warning on tripping 
hazards, where to walk and what to expect at the station. 

(xxvii) Passengers shall be detrained on the track by the Train Operator and directed to the station and the 
Train Operator shall count passengers as they leave the train. 

(xxviii) The Station Controller shall count the passengers as they arrive at the platform. 

(xxix) The Train Operator shall ensure that the last passenger to leave the train and check that all passengers 
have left the track. 

(xxx) The Train Operator and Station Controller shall check each respective counts of passenger numbers 
and satisfy themselves that all passengers have reached the platform and thereafter the Train Operator 
shall then return to his train and replace and secure the ramp. 

(xxxi) The Station Controller shall record in the Station Log the details of the incident, and, in particular, the 
number of passengers detrained, and the report the statistics to the Traffic Controller. 

45. Train divided. - 

(1) If a train is stopped by an irrevocable emergency brake application and cab signalling indications are 
normal, the Train Operator shall examine the Train Integrated Management System panel to ascertain 
the cause. If indication of faults in multiple circuits affecting the whole train or rear cars of the train 
are present, the train shall not be moved until, it has been verified that the train is complete and 
coupled. 

(2) After the verification about complete arrival of train is completed under sub-rule (1), the Traffic 
Controller may authorize the Train Operator to make appropriate isolations and proceed. 

(3) If the train is found to have divided, the Train Operator shall first satisfy himself that no passenger has 
been injured or has failed from the train. 

(4) Passengers shall be cleared of the open ends of the train and the train recoupled. 

(5) Once the Train Operator has successfully recoupled the train, he shall return to the leading cab, report 
the circumstances to the Traffic Controller and seek permission to proceed to the next station. 

(6) The train shall be withdrawn from passenger service and worked to depot for investigation of the 
incident. 

(7) If train cannot be recoupled, the Train Operator shall inform the Traffic Controller and the Traffic 
Controller shall then inform the Station Controller at the previous station to detrain passengers from 
the following train and use it to go to the site and take a member of the security staff with him. 

(8) The Train Operator of the following train shall drive his train in Manual Cab Signal Mode as far as the 
Signalling permits and the Station Controller and the security staff shall then leave the train from the 
front and board the divided train. 
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(9) The security staff shall be positioned at the rear of the front portion of the train and the Train Operator 
shall return to the leading cab, make the necessary isolation and seek permission from the Traffic 
Controller to proceed. 

(10) The Traffic Controller shall instruct the Train Operator to proceed at a speed not to exceed 10 km/h as 
far as the next station and to stop at the far end of the platform. 

(11) The Assisting Station Controller shall then drive the rear portion of the train from the shunting position 
and the train shall be driven to the next station at a speed not to exceed 10 km/h. 

(12) On arrival of the train at the station, passengers shall be detrained. 

(13) The two portions of the train shall then be worked under normal Restricted Manual control to the 
nearest depot or siding. 

(14) The assisting train shall proceed once the cab Signalling displays a proceed code and shall entrain 
passengers at the next station and resume normal working. 


46. Unusual occurrences.- 


(1) All metro employees shall be conversant with the location and use of fire alarms and firefighting 
equipment at their place of work. 

(2) All metro rail employees observing the smoke or fire shall raise the alarm by means of the equipment 
provided or by informing the Station Controller and Traffic Controller as may be most appropriate and 
expeditious. 

(3) If smoke or fire is reported on a train between stations, the Train Operator shall inform the Traffic 
Controller, drive his train to the next station and detrain passengers. Traction power shall then be 
switched off, and the pantographs of the affected train lowered before traction power is restored to 
other trains. 


(4) 

(5) 

( 6 ) 

(7) 


( 8 ) 

(9) 


47. Flooding. - 

( 1 ) 

( 2 ) 


(3) 


If the fire on a train or on the track causes a train to stop between the stations, passengers shall be 
evacuated as per the provisions specified in clauses (xxi) to (xxxi) of sub-rule (3) of rule 44. 

If the incident occurs in a tunnel, the Traffic Controller shall arrange with the Auxiliary Systems 
Controller for the ventilation system to supply fresh air to the chosen route for evacuation before 
authorizing detrainment of passengers. 

If the fire alarm on a station is actuated or a verbal report is received of smoke or fire on the station, 
the Station Controller shall inform the Traffic Controller and then verify for himself by Closed Circuit 
Television or actual inspection whether or not the alarm is genuine. 

If smoke or fire is present, the Station Controller shall inform the Traffic Controller and arrange for 
passengers to be evacuated from the area concerned preventing further access. If necessary, the station 
may be completely evacuated and the Traffic Controller may be requested to arrange for trains not to 
stop. 

The Traffic Controller shall inform the Chief Controller who shall arrange for the attendance and 
assistance of the Fire Fighting Services and if necessary the Ambulance Services. 

If a Train Operator or Station Controller observes a fire in adjacent premises that could affect the 
property of the metro rail, he shall report the circumstances to the Traffic Controller. The Traffic 
Controller shall inform the Chief Controller and the Security Controller and maintain normal services 
unless or until a local inspection confirms that a potential danger exists. 


Any Train Operator or Station Controller or the other member of the staff who observes water 
accumulating', on the, track shall report to the Traffic Controller giving as much detail as possible with 
respect to location, distance of track affected, level of water with respect to the rail. 

The Traffic Controller shall inform all trains required to pass through the area and requests reports of 
the state of the water level and, if the water level is below the level of the rail fastenings, the Traffic 
Controller shall instruct the Train Operator to reduce the speed of their' trains to 25 km/h when 
passing through the affected area. 

If the, water level rises above rail fastenings, passenger train service shall only by permitted under 
special instructions. 


48. Other unsafe conditions.- 


(1) All metro rail employees, and, in particular, Train Operators and Station Controllers shall keep a' look 

out for unsafe conditions on or in the vicinity of the rail track which are as follows 

(a) damaged or dislodged fixed equipment within the rail right of way; 
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(b) broken or buckled rails; 

(c) displaced or damaged overhead traction power conductors; 

(d) construction activities adjacent to the .track including use of cranes which can swing over the track; 

(e) road accidents which might cause or have caused damage to bridges and viaducts; 

(f) road accidents which might cause or have caused vehicles or their loads to encroach on the rail right 

of way; and 

(g) any other obstruction on the track. 

(2) If the Train Operator observes any unsafe condition, he shall report to the Traffic Controller 
immediately so that action can be taken to minimize the effect and remove the cause. 

(3) In the event of a significant earthquake, the Traffic Controller shall instruct all trains to stop 
immediately and after such earthquake subsided, the Traffic Controller may instruct each stranded 
Train Operator to proceed in Restricted Manual Mode at walking speed after examining that the track 
is safe for train movement and free from obstructions up to the next station, provided that in such 
event, the normal operation of trains may be resumed if all the track and structures are examined and 
found to be in safe condition. 

49. Accidents. - 

(1) In case of accidents, arrangements for medical aid, evacuation of sick, injured passengers, access for 
ambulance, staff and vehicles shall be made and included as per the provisions specified in special 
instructions. 

(2) In the event of serious accident, the Chief Controller may, in consultation with senior management, 
declare the situation an emergency, as per the provisions specified in special instructions. 

(3) A senior member of the management shall be appointed as an emergency officer and shall set up an 
emergency control either at Operation Control Centre or at the site depending on the nature of the 
occurrence. 

(4) The emergency officer shall be in overall charge of all the metro rail's resources of staff and materials 
for the handling of the emergency and the coordinator between the metro rail and external emergency 
agencies such as Fire, Ambulance and Police and Utility services. 


CHAPTER VII 
SYSTEMS OF WORKING 

50. Continuous Automatic Train Control System.- 

(1) The Continuous Automatic Train Control System of working shall he adopted on Bangalore metro rail 
for movement of trains between stations and between depot and the main line. 

(2) The Continuous Automatic Train Control System works on the principle of target speed and target 
distance with cab Signalling by means of continuous transmission from track to train through track 
circuits, ensuring safe movement of all trains under all operating conditions by continuously 
generating a safe operating envelope defined by the Limit of Movement Authority and the Maximum 
Safe Speed. 

(3) The Limit of Movement Authority shall be the farthest point to which the train may safely proceed 
taking into account margins for error in speed and distance measurement, calculating braking 
distances and equipment reaction times. 

(4) The Maximum Safe Speed shall be the maximum speed at which the train is permitted to travel without 
intervention by the Train Control and Signalling System and it shall be continuously calculated in such 
a manner that permanent speed restrictions, the speed limits for the type of train and temporary speed 
restrictions shall not be exceeded and the train shall always stop without passing the Limit of 
Movement Authority. 

(5) The Continuous Automatic Train Control System shall provide the following modes of train operation, 
namely:- 

(a) Automatic Train Operation Mode 

(b) Manual Cab Signal Mode or Automatic Train Protection Mode 

(c) Run on sight Mode 

(d) Restricted Manual Mode; and 

(e) Cut-Out Mode. 
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51. Automatic Train Operation Mode.- 

(1) In the Automatic Train Operation Mode which is optional to be decided by metro rail administration, 

the train shall operate without intervention by the Train Operator except closing of train doors and 
starting from a station stop and Automatic Train Operation Mode shall operate under the supervision 
and controls of Automatic Train Protection functions. 

(2) In Automatic Train Operation Mode, the Train Control and Signalling System shall- 

(a) accelerate and decelerate the train by applying traction power, coasting, and applying and 
releasing brakes; 

(b) automatically control speed, acceleration, stopping and starting, stop the train at stations; 

(c) provide all indications necessary to operate the train: 

(d) determine continuously the Maximum Safe Speed and Limit of Movement Authority: 

(e) prevent movement of the train in excess of the Maximum Safe Speed and Limit of Movement 
Authority; 

(f) open train doors on the correct side when the train is docked if permitted by the Automatic 
Train Protection door release; 

(g) prevent the train from starting if train doors are not detected closed; 

(h) train re-starting from a signal stop shall be automatic; and 

(i) train starting or re-starting from a station stop shall be initiated by the Train Operator. 

52. Manual Cab Signal Mode or Coded Manual Mode, or Automatic Train Protection Mode.- 

(1) In Manual Cab Signal Mode the train shall be driven by the Train Operator, obeying cab signals. 

(2) In Manual Cab Signal Mode, the Train Control and Signalling System shall- 

(a) provide Cab Signals and all other indications necessary to operate the train including current 
speed; 

(b) determine continuously the Maximum Safe Speed and Limit of Movement Authority; 

(c) prevent train operation in excess of the Maximum Safe Speed or Limit of Movement Authority; 

(d) provide audible and visual warning if the train speed exceeds the Maximum Safe Speed; 

(e) enable train doors when the train is docked, enabling only the doors on the platform side of 
the train; and 

(f) prevent the train from starting if train doors are not detected closed. 

53. Run On Sight Mode.- 

In Run On Sight Mode, which only operates in the absence of Automatic Train Protection Signals from the track, 
the train is driven manually on line of sight and the speed is limited by the Automatic Train Protection System to 
a maximum of 25 km/hr. When Automatic Train Protection Signals from the track are received, this mode 
automatically changes to Manual Cab Signal Mode. 

54. Restricted Manual Mode.- 

(1) Restricted Manual Mode is the default mode of operation and is automatically initiated, when the 
Automatic Train Control Train borne equipment is first powered. It remains in operation until sufficient 
conditions have been met to allow for a transfer to Automatic Train Protection Mode. 

(2) Restricted Manual Mode shall be used 

(a) to operate trains in depots; 

(b) following an emergency brake application on main line, and absence of cab signals; and 

(c) entry to the depot. 

(3) In Restricted Manual Mode the train speed shall be limited to a maximum of 25 km/h enforced by on 
board Automatic Train Protection equipment. 

55. Cut-Out Mode.- 

(1) Cut-Out Mode, is intended for use in case of complete train borne Train Control and Signalling System 
failure and in such mode the train speed shall be restricted to 25 km/h enforced by on board rolling 
stock equipment. 

(2) In Cut-Out Mode, the train shall be operated by the Train Operator in accordance with line side signals 
and verbal instructions from the Traffic Controller. 

(3) Running of trains on main line in Cut-Out Mode is permitted only under instructions of Traffic 
Controller. 
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CHAPTER VIII 
SINGLE LINE WORKING 


56. Objective of single line working. -(1) In case of an obstruction of one of the running lines, train service may be 
continued on the adjacent line in both directions using single line working on the unaffected track and such 
single line working shall be achieved by 'fleeting' of trains in groups in one direction at minimum intervals 
followed by an equivalent group of trains in the other direction. 

57. Implementation.- 

(1) The Traffic Controller, shall after consultation with the Chief Controller, decide to implement the single 
line working. 

(2) The Traffic Controller shall, before the train passes in the reverse direction, inform to the Station 
Controllers at each of the stations in the single line section. 

(3) The Station Controllers shall also closely monitor crowding on the platform in use and prepare to close 
entrances to the station if overcrowding becomes dangerous. 

(4) The Station Controllers at these stations shall inform passengers by visual and audible 
announcements and take any other measures necessary to direct passengers on the correct platform. 

(5) The Traffic Controller shall inform the Train Operator of all trains of the location and direction of the 
single line working. 

(6) Trains shall work under normal Signalling but on lines equipped with Automatic Train Operation, 
Automatic Train Operation control shall be available in the normal direction of travel only and train 
operating in the reverse direction shall be driven under Manual Cab Signal. 

(7) When normal working is to be restored, the Traffic Controller shall inform the Station Controller at 
each station at the single line section of the last train to pass the section in the reverse direction after 
which normal station operation shall be restored. 

58. Signalling failures.- 

In the event of a failure of a track side signalling equipment which makes Restricted Manual control necessary 
on all trains, single line working shall be suspended immediately and if necessary, train may still pass through 
the section in the normal direction of travel and after defect is repaired, single line working may be resumed. 

CHAPTER IX 

PERMANENT WAY AND WORKS 

59. General.- 


(1) All running tracks shall be inspected at the intervals as laid down in special instructions. 

(2) All metro rail employees whose duties require them to go on the tracks shall be properly trained and 
certified as authorised employee for the purpose of sub-rule (I). 

(3) All metro rail employees who go on the tracks shall wear appropriate high visibility clothing. 

(4) No rail mounted vehicle which is not capable of operating track circuits shall be placed on the track 
other than within an Engineer's Possession. 

60. Track work in non-traffic hours.- 

(1) No maintenance staff shall enter on to the track of any running line without the permission of the 
Traffic Controller. 

(2) Non-traffic hours are defined as the hours between the passage of the last train, including any works 
train, and a published time before start of traffic in the morning and the normal time shall be 
published in the relevant Handbooks which may be varied from time to time by the metro rail. 

(3) Maintenance staff requiring to carry out inspection or repair of equipment which does not affect the 
integrity of the track nor require the use of ladders or scaffolding, may enter on the track under the 
following conditions, namely:- 

(a) the Traffic Controller shall give permission, specifying the location and area for which 
permission is given and the time by which staff have left the track; 

(b) the Traffic Controller shall log the time, location and name of the person to whom permission 
under clause (a) has been given; 

(c) on completion of the work, the person to whom permission has been under clause (a) given 
shall report to the Traffic Controller, identify himself and affirm that he and his equipment are 
clear of the track and that it is safe for service to resume; 

(d) if the work cannot be completed within the allotted time, the person to whom permission has 
been given under clause (a) shall inform the Traffic Controller before the expiry of the time he 
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has been allotted and agree with the Traffic Controller for an extension of time and the 
institution of an Engineer's Possession; and 

(e) the Traffic Controller shall not permit the start of normal service until all permissions to work 

have been properly given up and rescinded. 

(4) All other works carried on in non-traffic hours shall be protected by an Engineer's Possession. 

61. Track works which extend into traffic hours.- 

(1) All works which are planned to extend beyond non-traffic hours into the hours when train services 
normally operate shall be notified at least one month before. 

(2) All such works shall take place within an Engineer's Possession. 

(3) Works which are planned to be carried out within non-traffic hours without an Engineer's Possession 
but which are delayed by unforeseen circumstances shall be protected by an Engineer's Possession. 

(4) No train services shall be operated on adjacent sections of the line until the appropriate protection of 
an Engineer's Possession has been put in place. 

62. Emergency track work in traffic hours.- 

(1) No routine maintenance shall be undertaken during the hours in which train services normally run 
except as provided for in sub-rule (2). 

(2) If emergency repair work is required to be carried out to prevent accidents or to maintain or restore 
train services, such emergency work shall be done under Engineer's Possession, which shall be granted 
by the Traffic Controller without delay taking the exigencies of train services into account and making 
adjustments in train schedules. 

63. Engineer's Possessions.- 

(1) Engineer's Possession on running lines granted by the Traffic Controller who has final responsibility on 
whether or not the Engineers may take possession. 

(2) All work on tracks in depot shall be undertaken within an Engineer's Possession. Such Possession 
shall be granted by the Depot Controller but in other matters the provisions hereinafter provided shall 
apply. 

(3) An area under the Engineer's Possession is the sole responsibility of the engineering official in charge 
and all issues of safe working within that area, including the movement of trains, is his responsibility. 

(4) The person in charge of Engineer's Possession 'shall be properly trained and certified in the duties and 
responsibility of the role. 

(5) If more than one maintenance unit is working within the same Possession, one person shall be 
nominated by the Traffic Controller as the person responsible for the coordination of the work of all the 
units, as per special instructions. 

(6) When Possession is granted under sub-rule (1) and (2), the engineering official in charge shall protect 
the area of the Possession from access by trains in one of the following ways, namely: 

(a) securing a vehicle at the limit of the Possession: 

(b) securing points for a route which diverts trains away from the area of Possession: 

(c) using a track circuits short circuiting cable at the limit of the Possession; and 

(d) any other means as per special instructions. 

(7) Running line being signalled for operation in either direction, protection shall be implemented at all 
points of potential access and different methods may be used at each location. 

(8) If a works train or self-propelled maintenance vehicle is to be used within the Possession area, it shall 
arrive at site before possession is taken. Lamps displaying red aspects restricting movement towards 
the Possession area shall be placed at the limits of the Possession or on the secured vehicles where 
these are used to protect the Possession area. 

(9) Where work on one track is likely to affect the passage of trains on an adjacent track, possession, shall 
be taken of all tracks likely to be affected. 

(10) If trains are required to pass on an adjacent track, the person in charge of the Possession shall be 
responsible for ensuring that the track is safe to use before giving permission by hand signal. 

(11) Unless essential for the movement of trains, traction power shall be switched from the area of the 
Possession by the traction Power controller and shall only be re-energized on receipt of clearance. 

(12) The person in charge shall be responsible for confirming to the Traffic Controller on -completion of the 
work, that the track is safe for traction power to be switched on, all protection measures have been 
removed and the track is safe for trains to run. 
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64. Works at stations.- 

(1) No maintenance work, affecting safety of train operation, shall be carried out at any station until 
permission has been granted by the Station Controller. 

(2) All works in public areas shall be securely fenced to prevent access by the public. 

(3) Maintenance staff, as per special instructions, shall report to the Station Controller before starting 
work and again before leaving the station and the Station Controller shall record the time and location 
of their work so that they be warned of any emergency arising on the station. 

(4) Any maintenance work on a station which requires that fire alarm or fire suppression equipment be 
isolated shall be reported to and recorded by the Station Controller. 

(5) The maintenance staff shall be responsible for their own protection and for raising the alarm in case of 
fire in the area which has been isolated and shall also be responsible for restoring normal function to 
the isolated equipment informing the Station Controller on completion of their work. 

(6) No maintenance work which requires the complete shut down of the fire alarm or fire suppression 
systems of public areas shall take place during the hours in which the station is open to the public. 

(7) No maintenance work which requires the use of ladders or scaffolding shall take place within the fixed 
structure dimensions laid down in schedule of dimensions from the platform edge during traffic hours. 

CHAPTER - X 

POWER SUPPLY AND TRACTION ARRANGEMENTS 

65. Acess : 

a) all points of potential access by the public to high voltage equipment shall be kept locked and suitable warning 
notices displayed therein. 

b) all switchgear and other high voltage equipment shall be fenced off and shall accessible only to authorized staff 
and access to the live equipment shall only be permitted when the equipment has been switched off and earthed 
as laid down under special instructions. 

c) No person shall work on high voltage or 750 DC equipment, or switch such equipment by local control unless he 
is properly trained and certified to perform such duties by the Authorized officer and possesses a valid certificate 
of competency. He shall also obtain the permission of the traction powere Controller before undertaking such 
and the procedure for obtaining; granting and cancelling of such permission shall be laid down in special 
instruction. 

66. Arcing and fire: 

a) If any member of staff may observe lire, smoke, arcing or fusing in the vicinity of the third rail equipment, he 
shall inform the Traffic controller as quickly as possible and request power to be switched off from the section of 

line. 

b) The traffic Controller shall instruct the Traction Power Controller to switch off the power to that section on line 
before taking any further action to investigate the occurrence. 

c) The Traffic Controller shall also instruct the Station Controller at the nearest station to check if the fire or arcing 
has been extinguished. 

d) On the basis of report of investigation and confirming rectification of the fault, Traction Power Controller shall 
reenergize the section and may advise Traffic Controller to resume train services. 

67 “Emergency Trip system" The Emergency Trip Switches will be used for switching off the DC Traction Power 
Supply on the line of the particular sections near the ETS in case any emergency. The ETS switches are installed 
at each end of the platform in the stations, at station control rooms and at cross passages in tunnels. 

After activating an ETS an individual signal is sent to SCADA. According to a tripping scheme and logic 
provided, SCADA shall switch off relevant DC circuit breakers and send signal to indicate that the track section 
is de-energized. 

68. Inspection of Electrical Way and Works 

The Electrical Way and Works shall be inspected regularly in accordance with instructions by officials 
nominated for the purpose and in accordance with the duties assigned to them. 

69. Issue of Caution order. 

In case of breakdown of third rail equipment, when it is necessary for a train to proceed cautiously, the senior 
Engineer (third rail) shall arrange for issue of Caution order in accordance with the procedure in force. 

70. Inspection and maintenance of Electrical Way and Works 

Detailed instructions in respect of inspection and maintenance of electrical way and works, and third rail power 
supply, etc. will be available in the Electrical Maintenance and operation Rules of Metro Rail. 
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71. Protection of Trains in case of Third rail equipment Failure or breakdown: 

Wherever a Train finds that his train cannot proceed further on account of third rail equipment failure or 

breakdown of third rail equipment, the Train operator shall secure his train and inform the Traffic controller and 

the Traction power controller and shall follow instructions laid down in sub-rule (2) of rule 44. 

72. Permit to work adjacent to or involving electrical equipment 

(1) Works shall be carried out adjacent to electrical equipment or involving any parts thereof only by 
qualified metro rail servants. 

(2) No works under sub rule(l) shall be undertaken unless an authorised electrical person has given a 
permit to work and in addition, nominated a qualified representative of the electrical branch , when 
necessary , in accordance with instructions on this behalf to be available at the site of work to ensure 
necessary safety and guidance. 

(3) The authorised electrical person shall not issue such permit to work without the knowledge and consent 
of the Traction power controller(TPC) who in turn, shall keep the traffic controller informed when train 
movements are affected. Whenever such work is likely to affect any other installations , the work will be 
carried out as per special instructions. 

72.IPermit to work 

(i) Before commencing any work on third rail or its associated cables and equipment, or any other 
maintenance/inspection work within 2 metres of the third rail , a permit to work shall be obtained from 
an authorised electrical person deputed at work site in the case of multiple working parties and from TPC 
on duty in the State control/OCC in the case of single working party. 

(ii) There are normally two types of electrical maintenance operations under which works on Electric Traction 
Installations can be carried out- 

(A) Pre-arranged maintenance during non-traffic hours 

(B) Emergency maintenance during traffic hours 

(A) Permit for Prearranged maintenance during non-traffic hours 

(a) Officials of all Engineering departments(Civil, Electrical and S & T) shall send their 10 days maintenance 
programme to the authorised Electrical Engineer on 1st, 11th and 21st of every month for the next 
period. For example, in the programme submitted on 1st of the month the maintenance programme for 
the period from 11th to 20th of the month will be mentioned. 

(b) The requirements of all departments shall be co-ordinated in the office of the authorised Electrical 
Engineer and a consolidated statement forwarded to the Senior transporatation officer for his 
concurrence by 3rd, 13th and 23rd of every month, if any infringement of traffic hours is expected. 

(c) A ten day maintenance programme shall be prepared in the office of the authorised Electrical officer and 
despatched to all concerned Traffic controller , Traction power controller, SE/SSE(Power Supply) and 
station-in-charge in addition to the STO and concerned Engineering officials of Departments concerned 
latest by 5th, 15th and 25th of the month. 

(d) Before the scheduled commencement of the works the authorised electrical person not below the rank of 
JE (Electrical)/Gr.I shall be present at the station concerned and issue a memo in writing to the station 
-in-charge on duty that work is being commenced from (specify hour of commencement) hours and 
will continue up to (specify hour of conclusion) hours. 

(e) The authorised electrical person shall confirm from the Traction Power Controller (T.P.C) that the third 
rail power supply has been switched OFF and then issue ‘Permit of Work’ to Person(s)-in-charge of 
maintenance gang(s) to commence their work indicating the period upto which work will be permitted. 

(f) After the work is over, the person(s)-in-charge of all the maintenance gang(s) will report to the same 
authorised electrical person. The person-in-charge of each gang will give a certificate to the authorised 
electrical person confirming that ‘all men and materials of his gang have been withdrawn from the track 
and the line is safe for running of trains’. The authorised electrical person, who shall be the co-ordinator 
at work site shall then prepare a ‘Line Safe Certificate’ and hand over the Station-in-charge concerned. 
Where the authorised electrical person has any doubt about the safety of line, he shall arrange a joint 
inspection with the Person(s)-in-charge of the gang(s) concerned before issuing ‘Line safe certificate’. 

(g) In all these operations it is absolutely essential that the person-in-charge of each gang sticks to the time 
schedule. 

(B) Emergency maintenance during traffic hours 

(a) On receipt of any advice of breakdown, accident etc., directly or through the Traffic controller the 
TPC shall immediately switch OFF third rail power supply. 
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(b) The person giving such information directly to the TPC and requesting switching OFF of the third 
rail power supply shall give his identity i.e. name, designation and also the kilometerage where 
breakdown is noticed , nature of breakdown and place of reporting. The person reporting the 
incident will be advised to stay at the same place and shall not leave the place without informing 
TPC. 

(c) The TPC shall, after switching OFF the third rail power supply shall inform the Traffic controller 
and then communicate again with the same person to obtain further details as available. The 
Traffic Controller shall inform all concerned. Station Controller to ensure that there are no further 
train movements over this affected section. 

(d) The TPC shall then inform the Traffic Controller further about the circumstances. The Traffic 
Controller shall in consultation with TPC inform the Engineering official concerned to proceed with 
his gang(s) to the site. The Engineering official concerned after ensuring from the TPC that the 
third rail power supply is switched OFF shall issue and advice in writing to the nearest station-in- 
charge to apprise about the work and shall then proceed to the site when consented , with his men 
and materials to the work. 

(e) After necessary repairs have been carried out successfully the Engineering official concerned shall 
prepare a 'Line Safe certificate’ and hand it over to the Station-in-charge concerned after making 
sure that 'all men and materials have been cleared from the track and there is no obstruction to 
safe running of trains’. 

(f) The Traffic Controller on the advice of the Station-in-charge shall then advise the TPC to switch 
ON power supply to the third rail and issue instruction for resumption of train services after the 
traction power supply is switched ON. 

73. Warning to staff and public 

All electrical equipment shall be regarded as being live at all times and consequently dangerous to human life , 
save and except in cases, where the electrical equipment has been specially made dead in accordance with 
instructions, on this behalf. Caution notices shall be prominently fixed near all vulnerable places to warn staff 
and public to exercise due caution. 

74. Additional rules for electrified sections: 

Special instructions, if any, for working of trains on electrified sections shall be specified by the Authorized 
officer. 

75. Switching ‘OFF’ traction current 

(1) Traction current will ordinarily remain 'ON' unless needed to be switched 'OFF' either due to emergency 

or for any other purpose in accordance with instructions issued in this regard by the Chief Electrical 

Engineer. 

(2) When it is necessary for traction current to be switched 'OFF' during traffic hours in emergency like 

(a) To stop serious arcing or fusing 

(b) To stop train in unusual circumstances; and 

(c) When the flood water overflows the State drain 

for a specified third rail section while the rest of the section remains ‘ON’, the same shall be switched 
'OFF' by the Traction Power controller or through his authorised staff in the substation immediately 
after informing the traffic controller. The Traffic controller shall also inform all concerned Metro Rail 
servants to ensure that there are no further train movements over the affected section. The Traction 
power controller will issue emergency power block as per prescribed procedure to the authorised 
person who has informed him of the emergency. 

(3) When the cause of ‘Switching OFF' is over , the person who has taken emergency power block will 
inform the traction power controller to that effect and cancel the emergency power block. The traction 
power controller will switch ‘ON’ the power in accordance with the instructions issued in this regard by 
the Chief Electrical Engineer. 

76. Switching ‘ON’ Traction current 

(1) When traction current has been switched 'OFF' the current shall be switched 'ON' in accordance with 
instructions issued in this regard by the Chief Electrical Engineer. 

(2) Before switching 'ON' the current, the traction power controller shall obtain the permission of traffic 
controller. 

In all cases where possession of track has been taken for any purpose, the Traffic controller shall give 
said permission under sub-rule(2) after receiving a certificate from the engineering official in charge that 
running line is safe and free from all obstructions. 


( 3 ) 



9728 


(4) Before resumption of traffic, the traffic controller shall obtain a confirmation from traction power 
controller that the third rail is safe and the power has been switched 'ON'. 

(5) The engineering official in charge nominated for the supervisory works over the section shall issue a 
certificate under sub-rule(3) after complying with procedure under special instructions. 

77. Procedure for preventing admission of electric rolling stock into or over sections of track with dead or 
earthed third rail: 

a) In order to prevent electric rolling-stock from being admitted into a track or a crossover for which third 
rail equipment is made dead or for which a permit-to-work is to be issued, the levers or slide or push 
buttons, etc, of signals and points governing movement of electric rolling stock shall be suitably 
protected and if the points and signal are locally operated they shall be clamped and padlocked in their 
normal and the keys shall be kept with Station Controller. 

b) These protective measures shall not be withdrawn until the Station Controller receives a message from 
the Traffic Controller and acknowledges the same, and the Traffic Controller shall not issue such a 
message unless he has received a message from the Traction Power Controller cancelling the Power 
block. 

78. Work on third rail or any associated equipment thereof 

No work shall be undertaken on third rail or its associated equipment or in zones within 2 metres from third rail 
except in accordance with instructions issued in this regard by the Chief Electrical Engineer. 

79. Train maintenance works on line 

When it is necessary to carryout any work on train which involves person working within 2 metres from third 
rail, works shall be carried out with proper safety precautions in accordance with instructions issued by the 
Chief Electrical Engineer in this regard. 

80. Battery Locomotives 

The rules for movement and working of the battery locomotives shall be laid down by special instructions. 

81. 66KVRSS 

a) Power Supply to the 4 Nos of RSSs is given from KPTCL grid sub-stations. The stations are protected 
against lighting with lighting masts installed in the outdoor yard where the 66 KV equipments are 
installed. 

b) The RSSs are protected against faults on equipments by laying suitably designed earthmats. The 
earthmats are designed to take care of touch & step potentials from fault currents of 40 KA. The earthmat 
is designed for a earth grid resistance of less than 0.5 ohm. 

c) All the equipments like transformers, busbar etc., are suitably protected with the protective equipments 
like CTs. PTs, relays lighting arresters and breakers etc. 

Steel fences within & around the sub-station area shall be connected to the earthing system at least at 
two different points and at maximum 10 m intervals. All metal parts have to be connected through by 
welding or suitable earthing conductors. 

82. Stinger System in Depots 

a) In the main workshop area, for the purpose of safety to working personnel, stinger system is installed the 
conductor rail is installed on the gantry of the buildings and vehicles are powered through flexible cables. 

b) The power supply from the suspended rail to the vehicle shall be made via a current collecting trolley, 
which can be itself switched and off through control supply. A two button control pendant suspended 
from the trolley will be used to switch the trolley on & off. The trolley, running on the I-profiled MS gantry 
beam, shall be equipped with a current sensing device and will be provided with a strain relieved dropper 
cable fitted with a special plug. This plug will be fitted with an auxiliary contact, such that the plug can 
only be made live when it is correctly inserted in a train socket. 

c) The inspection tracks inside the workshop will be provided with individual stinger lines. The other depot 
tracks will be provided with regular conductor rail equipment. 

d) Provision will be made to install stingers that are totally enclosed in metal housings or will be utilized 
with a protective cover along the stinger. In particular cases it may be necessary to install stinger line 
underneath working platforms or crane rails. 

e) For reasons of safety, it will be necessary to equip stingers along the determined distances of the line with 
special indicator lights, showing whether the stingers are energized or not. The design will provide all 
control circuits and facilities required to switch off all stinger lines together in case of emergency. 

83. Warning Signs 81 their use 

The entire conductor rail, including all ramps, expansion joints and cable terminals is covered by an insulated 
protective shroud to protect against the weather and to avoid unintentional contact by staff working/walking 
along the line. The shroud will be made of unplasticised polyvinyl chloride for outdoor applications and GRP for 
tunnel. The shrouds will be embossed with a warning “Danger High Voltage. Keep off track". 
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84. Lighting Protection 

a) Lighting protection for individual buildings is provided in accordance with IEC 61024 or the National 
Building Code. 

b) For viaduct lighting protection, the handrail of the top of the parapet is used and down conductors of 
galvanized steel are provided at pier locations, connected to the earth pit. All equipments are connected 
to MET through twin connections (each from separate MET) to the extent possible. 

CHAPTER XI 

OTHER SYSTEMS OF BLOCK WORKING 

85. Notwithstanding anything contained in these rules, Special Procedures framed by Bangalore metro rail 
administration shall apply to the initial stage operation of any section of Bangalore metro rail. 

Explanation.- For the purposes of this rule, the expression “initial stage" means the period any section of the 
Bangalore metro rail shall be opened without Automatic Train Protection, Automatic Train Operation and/or 
Signalling and Train Control being available from the Operation Control Centre. 

By order and in the name of Governor of Karnataka, 

KOUSALYA 

Under Secretary to Government 
Urban Development Department 
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(f) "Form" means the Form appended to these rules. 

(g) “Government” means the Urban Development Department of Government of Karnataka. 

3. Particulars to be given in the notices.- 

(1) Where, in the course of working of metro rail— 

(a) any accident attended with loss of any human life or with grievous hurt, as defined in the Indian Penal Code; or 

(b) any collision between trains; or 

(c) the derailment of any train carrying passengers, or of any part of such train; or 

(d) any accident of a description usually attended with loss of human life or with such grievous hurt as aforesaid; or 

(e) any accident of any other description which the State Government may notify in this behalf in the Official 
Gazette, occurs, the metro rail official in charge of the section of the metro rail on which the accident occurs, 
shall, without delay, give notice of the accident in the format and containing the particulars as given in Form I to 
the Deputy Commissioner and the Deputy Commissioner of Police, within whose jurisdiction the accident occurs, 
the officer in charge of the police station within the local limits of which the accident occurs and to such other 
Magistrate or police officer as may be appointed in this behalf by the State Government. 

(2) The metro rail administration, within whose jurisdiction the accident occurs, shall, without delay, give notice of 
the accident to the Government of Karnataka and the Commissioner. 

4. Mode of sending notices.- The notices of accident shall be sent, without delay, by Bangalore Metro Rail 
Administration by telefax, or telephone, or through a special messenger, or such other means as may be available. 

5. Facility for reaching the site of the accident.- Whenever any accident has occurred in the course of working 
the Bangalore Metro Rail, the Chief Executive Officer shall give all reasonable aid to the Deputy Commissioner or the 
Magistrate appointed or deputed or to the Commission of Inquiry appointed under the Commission of Inquiry Act, 1952 
(60 of 1952), or any other authority to whom all or any of the provisions of the said Commission of Inquiry Act have been 
made applicable, and to the Commissioner, medical officers, the police and others concerned to enable them to reach the 
site of the accident promptly, and shall also assist those authorities in making inquiries and in obtaining evidence as to 
the cause of the accident. 

6. Attendance of metro railway employees at the place of inquiries conducted by Commissioner or a 
Magistrate. -When an inquiry by the Commissioner under rule 7. is being made, the Chief Executive Officer shall arrange 
for the attendance, as long as may be necessary, at the place of inquiry, of any metro railway employee whose evidence is 
likely to be required at such inquiry and the Chief Executive Officer shall also - 

(a) cause notice of the date, hour and place at which the inquiry shall begin to be given to the officers mentioned in 
clauses (b) and (c) of sub rule (1) of rule 10; and 

(b) arrange for the attendance of Bangalore Metro Rail Corporation employees, if required as witness at the inquiry. 

7. Procedure for inquiry into accident by the Commissioner and report: - 

1. On receipt of notice of an accident resulting in loss of human life or grievous hurt causing total or partial 
disablement of permanent nature to a passenger, the Commissioner shall, as soon as may be, notify the Chief 
Executive Officer of his intention to hold an inquiry and shall, at the same time, fix and communicate the date, 
time and place of the inquiry. 

2. The Commissioner shall, while conducting an inquiry inform or cause to inform the Government, the Deputy 
Commissioner and the Deputy Commissioner of Police of the district concerned. 

3. The Deputy Commissioner or Deputy Commissioner of Police, as the case may be, shall, as far as possible attend 
the inquiry conducted by the Commissioner personally or depute some other officer to represent him at the 
inquiry. 

4. On completion of an inquiry in respect of any of the accidents, collisions or derailments, as the case may be, 
referred to in sub-rule (1), the Commissioner shall submit a brief preliminary narrative report to the Chief 
Executive Officer. Such report shall be factual and shall not contain any reference to persons implicated. 
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5. The preliminary narrative report of the inquiry by the Commissioner shall be followed by a detailed report to the 
Chief Executive Officer. Such detailed report shall be confidential and shall contain particulars as specified in 
sub-rule (1) of rule 11. 

6. The Commissioner shall also forward copies of his report to, : 

(i) the Government 

(ii) Secretary, Urban Development Department, Govt, of Karnataka. 

7. The recommendations in regard to publication of the report of the Commissioner shall be made to the 
Government which shall decide on the publication of the report. 

8. Inquiry into accidents by metro rail administration 

1. If for any reason, the Commissioner is unable to hold an inquiry into an accident at an early date after the 
occurrence of such an accident, he shall notify to the Chief Executive Officer the reason why the inquiry cannot 
be held by him. 

2. Where no such inquiry is held by the Commissioner or where the Commissioner has informed the metro rail 
administration that he is not able to hold an inquiry, the Chief Executive Officer shall cause an inquiry to be 
made in accordance with the procedure specified in sub-rule (1) of rule 11. 

9. Procedure for inquiry by the metro rail administration.- 

On receipt of information from the Commissioner that he is not able to hold and inquiry, the Chief Executive 
Officer shall cause an inquiry (to be called a joint inquiry or a departmental inquiry) by constituting a committee of metro 
rail officials for a thorough investigation of the causes which led to the accident, collision or derailment, as the case may 
be. 


10. Notice of joint inquiry or department inquiry.- 

(1) Whenever a joint inquiry is to be made, the Chief Executive Officer shall cause notice of the date, place and hour 
at which the inquiry shall commence, to be given to the following officers, namely: - 

(a) the Commissioner concerned of the metro rail on which the accident occurred; 

(b) the Deputy Commissioner of the district in whose jurisdiction the accident occurred or such other officer as the 
Government of Karnataka may appoint in this behalf; 

(c) the Deputy Commissioner of the police having jurisdiction at the place where the accident occurred; and 

(d) the officer-in-charge of the police station having jurisdiction at such place. 

(2) The date, place and hour at which the inquiry shall commence shall be fixed so as to give the officers mentioned 
in sub-rule (1) sufficient time to reach the place where the inquiry is to be held. 

11. Procedure for joint inquiry or departmental inquiry and the action to be taken thereon.- 

(1) The joint inquiry or departmental inquiry shall be sufficiently detailed so as to point out the cause of the 
accident. After completion of such inquiry, the report shall be submitted to the Chief Executive Officer and such report 
shall contain the following particulars, namely:- 

(a) brief description of the accident; 

(b) description of the locality of the accident; 

(c) detailed statement of the evidence taken; 

(d) the conclusions arrived at together with a note of dissent, if any; 

(e) reasons for conclusions arrived at; 

(f) the nature and extent of the damage done; 

(g) when necessary, a sketch illustrative of the accident; 

(h) the number of metro rail employees killed or injured; 

(i) the number of passengers killed or injured; 

(j) whether it has been a system failure or failure of an individual; 

(k) an appendix containing extracts of the rules violated by the staff responsible for the accidents; and 

(l) remedial action proposed. 

(2) The Chief Executive Officer shall, with his remarks as to the action that is intended to be taken in regard to the 
staff responsible for the accident, or for the revision of rules, or the system of working, forward a copy of the report 
referred to in sub-rule (1) to the Commissioner. 
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12. Reports of inquiries into Technical Accidents etc. to be forwarded to Commissioner.- 

(1) Whenever any accident, such as averted collisions, breach of rules, or other technical accidents, occurs in the 
course of working of a metro rail, Chief Executive Officer 'shall cause an inquiry, either a joint inquiry or a departmental 
inquiry to be held into the accident as per the procedure specified in sub-rule (1) of rule 11, 

13. Return of accidents.- 

(1) At the end of each financial year, the Chief Executive Officer shall send to the Government a return of all 
accidents that occurred on the Bangalore metro rail during that financial year, whether attended with injury to any person 
or not in the Form II. 

NOTE : 


All other words and expressions used herein and not defined shall have the meaning respectively, assigned to 
them in the respective Acts. 

FORM I 

(See rule 3) 

NOTICE OF ACCIDENT 

Details of the accident are as under:- 

(a) Time and date of the accident 

(b) Nature of the accident 

(c) Kilometer age, or station or both, at which the accident occurred 

(d) Number and description of the train or trains 

(e) Number of persons killed or injured, as far as is known 

(f) Cause of the accident, as far as is known 

(g) Probable detention to traffic 


FORM II 

(See rule 13) 

RETURN OF ACCIDENTS WHICH OCCURRED DURING THE YEAR 


SI. 

No. 

Date of accident 

Brief details of the 

accident 

Action taken to prevent recurrence of accidents 
of this nature 

Remarks 







By order and in the name of Governor of Karnataka, 

KOUSALYA 


Under Secretary to Government 
Urban Development Department 
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Urban Development Secretariat 


NOTIFICATION 


No. UDD 120 PRJ 2010 (P-3), Bangalore, Dated: 8 th October, 2010 

The draft of the following rules which the Government of Karnataka proposes to make In exercise of powers 
conferred by Section 24 of Mysore Tramways Act, 1906 (Mysore Act, II) is hereby published as required under Sub Section 
(1) to (5) of Section 26 of Mysore Tramways Act, 1906. for the information of all persons likely to be affected thereby and 
notice is hereby given that the said draft will be taken into consideration after thirty days from the date of its publication 
in the Official Gazette. 


Any objection or suggestion which may be received by the State Government from any person in respect of a said 
draft before the expiry of the period specified above will be considered by the State Government. The objections and 
suggestions may be addressed to Principle Secretary to Government (Additional Chief Secretary as the case may be), 
Urban Development Department, Vikas Soudha, Bangalore 01. 

DRAFT RULES 


BANGALORE METRO RAIL 

(OPENING OF RAIL FOR PUBLIC CARRIAGE OF PASSENGERS) RULES, 2010 

In exercise of the powers conferred by Section 24 of the Mysore Tramways Act, 1906, the State Government 
hereby makes the following rules, namely: - 


CHAPTER I 
PRELIMINARY 

1. Short title, commencement and application. 

1) These Rules may be called the Rules for Opening of Bangalore Metro Railway for Public Carriage of Passengers, 
2010 . 

2) They shall come into force on the date of their publication in the Official Gazette. 

2. Definitions. - 

(1) In these rules, unless the context otherwise requires,- 

a. “Act” means Mysore Tramways Act, 1906; 

b. "Authorised" means authorised by the metro railway administration; 

c. "Bridge engineer" means the Chief Engineer or any other engineer responsible for design and/or 
construction of bridges or viaducts; 

d. "Chief Executive Officer" means the Metro Railway administrator or the officer in-charge of the Metro Railway 
Operations. 

e. "Commissioner" means the Engineer appointed under Section. 12 of the Act; 

f. "Form" means a Form appended to these rules; 

g. "General Rules" means Bangalore Metro Railway General Rules, 2010; 

h. “Government” means the Department of Urban Development in the Government of Karnataka; 

i. “Metro Railway” where ever the words Metro Railway used in these Rules means Tramway as defined in the 
Act; 

j. “Metro Railway Administration” means Metro Railway Administration as defined in the Bangalore Metro Rail 
Corporation General Rules 2010 

k. “Passenger" means a person travelling on the metro railway with a valid ticket or pass; 

l. "Report" means the report of the Commissioner; 

m. “Schedule" means a Schedule appended to these Rules; 











9734 


CHAPTER II 

PREPARATION FOR OPENING OF THE METRO RAIL 

3. Opening of the Metro Rail.- 

(1) The metro railway administration shall ensure that the metro railway or a portion thereof to be opened for public 
carriage of passengers is complete in all respects as per the manuals of practice of the metro railway and for such opening 
all the administrative formalities are completed and that the working of metro railway is regulated by Bangalore Metro 
Railway General Rules, 2010. 

(2) Where the Chief Executive Officer is of the opinion that the metro railway or part thereof is required to be opened 
for public carriage of passengers, he shall refer the matter to the Commissioner for inspection and report on the safety of 
that metro railway. 

4 . Supply of documents to the Commissioner. - 

(1) The Chief Executive Officer shall, while making reference to the Commissioner for inspection and report on the 
safety of the metro railway under sub-rule (2) of rule 3, furnish all relevant documents to the Commissioner from the 
following list of documents, namely:- 

(a) Tabulated details; 

(b) Index plan and sections; 

(c) Drawings of works; 

(d) Certificate(s): 

(e) List of infringements of moving and fixed dimensions; 

(f) Working orders to be enforced at the operations control centre and at each station; and 

(g) Administrative note giving salient features of the project. 

(2) The documents referred to in sub-rule (1) shall indicate the distances from the same fixed point in kilometers 
and decimals up to two digits and the fixed point shall be clearly defined in a note on the plan and section sheets of the 
work documents. 

(3) The datum adopted shall be mean sea level as fixed by the Survey of India and heights shall be mentioned with 
reference to the datum in metres and decimals up to two digits. 

(4) The documents referred to in sub-rule (1) shall be signed by atleast an officer equivalent to senior administrative 
grade rank except the certificate(s) which shall be signed by the Chief Executive Officer himself. 

(5) The Chief Executive Officer shall furnish such documents to the Commissioner, as far as possible, at least one 
month in advance of the stipulated date of inspection. 

5 . Contents of documents. - 

(l) Tabulated details shall consist of important characteristics of the metro railway or a portion thereof to be opened 
for public carriage of passengers, and in particular shall include- 

(a) Curve abstract as specified in Form I; 

(b) Gradient abstract as specified in Form II; 

(c) Bridge abstract as specified in Form III; 

(d) Viaduct abstract as specified in Form IV; 

(e) Important bridges abstract as specified in Form V; 

(f) Ballast and permanent way abstract as specified in Form VI; 

(g) Stations and station sites as specified in Form VII; 

(h) Brief particulars of rolling stock as specified in Form VIII; 

(i) Brief particulars of traction installations as specified in Form IX; 

(j) Power supply installation abstract as specified in Form X; 

(k) Electrical crossings over metro railway tracks as specified in Form XI; 

(l) Traction maintenance depot abstract as specified in Form XII; 

(m) Ventilation, smoke management and fire safety measures in tunnels and stations as specified in Form XIII; and 

(n) Signalling/ train control and tele-communication installations as per sample in Form XIV. 
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(2) Index plan and section sheets, completion drawings, etc., shall include,- 

(a) Index plan and section sheets as mentioned in the Schedule; 

(b) Completion drawings of bridges/viaducts showing details of structure, loading standards adopted, etc 

(c) Completion drawing of tunnels, if any; 

(d) Diagrammatic plan of station yards showing layout of tracks and particulars of turn outs, gradients, of any 
signalling and interlocking installed and 

(3) The comments on the following matters, namely: 

(a) Moving and fixed dimensions; 

(b) Strength of bridges/viaducts; 

(c) Brake and communication; 

(d) System of working; 

(e) Electric traction equipment: and 

(f) Type of rolling stock, proposed along with list of restrictions, shall be contained in the certificate in Form XV. 

(4) List of infringements of moving and fixed dimensions shall be prepared as specified in Form XVI and shall 
contain full explanations for the infringements and restrictions or precautions to be adopted because of them and the 
reference to the authority of the Central Government under which the infringement is permitted or allowed. 

(5) Working orders to be enforced at each station on the metro railway to be opened shall be prepared in accordance 
with the provisions of the Bangalore Metro Railway General Rules, 2010 and shall specify special conditions that are 
required to be met with and such orders shall include traction working rules. 

CHAPTER III 

DUTIES OF THE CHIEF EXECUTIVE OFFICER 

6. Deviations from manuals of practice to be notified.- 

(1) The Chief Executive Officer shall ensure that the Metro Railway or a portion thereof proposed to be opened is 
operationally fit in every respect before inspection. 

(2) The Chief Executive Officer shall, while making reference under sub-rule (2) of rule 3, bring to the notice of the 
Commissioner any deviation in design, material and construction of the civil works, electrical, signalling/train 
control and telecommunication installations, rolling stock or appliances of the metro railway, instances in which 
moving and fixed dimensions have not been observed, or the bridges or viaduct or tunnels that are not capable of 
carrying the specified or standard loading without exceeding the stresses specified in relevant Indian 
Codes/International Codes. 

7. Chief Executive Officer to make special arrangements. - 

(1) The Chief Executive Officer shall make such arrangements which are necessary to facilitate the inspection of the 
metro railway, which is to be recommended for opening by the Commissioner. 

(2) The Chief Executive Officer shall be responsible to make such special arrangements as the Commissioner may 
require for inspection of civil structures, permanent-way, rolling stock, electrical, signaling/train control and 
telecommunication installations on the metro railway, which is to be opened. 

8. Supply of information to the Commissioner.- (1) The Chief Executive Officer shall supply all the information, 
give all the assistance to the Commissioner and supply or provide all instruments and apparatus required for taking 
measurements, testing of bridges/viaducts, rolling stock, electrical, signaling, telecommunication and other installations. 

9. Dismantling of any work on request by Commissioner.- 

(1) The Chief Executive Officer, shall on receipt of a request made by the Commissioner, make arrangements to 
dismantle any structure on the metro railway to be opened with a view to make complete examination of the 
details or workmanship of the structure, as quickly and completely as possible. 

(2) The Commissioner, while requesting the dismantling of the structure, shall be responsible to see that such 
dismantling does 'not affect the utility or strength of the structure' unless dismantling is necessary for its proper 
inspection. 

10. Chief Executive Officer to accompany the Commissioner at inspection.- 

(1) The Chief Executive Officer shall accompany the Commissioner throughout the inspection. 
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(2) If, for any unavoidable reason, it is not possible for the Chief Executive Officer to accompany the Commissioner, 
then an official not below the rank of senior administrative grade, authorized by general or special order issued 
by the Chief Executive Officer, shall accompany the Commissioner and shall be present during the entire period 
of inspection. 

(3) During such inspection of each portion of the metro railway, the engineer or officer who is or was in immediate 
charge, or his representative of that portion of the metro railway during its construction may also be present. 

CHAPTER IV 

DUTIES OF THE COMMISSIONER 

11. Commissioner to make full and complete examination.- 

(1) On receipt of a reference under sub-rule (2) of rule 3 from the Chief Executive Officer, the Commissioner shall, 
with a view to determining whether it is fit to be so opened, inquire into all matters which appear to him relevant 
for the safety of public carriage of passengers on that metro railway. 

(2) The Commissioner shall satisfy himself that,- 

(a) the Bangalore Metro Railway General Rules, 2010 have been applied to the metro railway or part thereof 
proposed to be opened; 

(b) the moving and fixed dimensions have been observed; and 

(c) the civil works, permanent-way, electrical, signal, telecommunication, rolling stock and other appliances 
belonging to or working on the metro railway are designed properly or constructed in such a manner so as to 
guard the system against accident and failure. 

12. Provisions for handling traffic at stations.- 

(1) The Commissioner shall satisfy himself, that at every station on the part of Bangalore metro railway proposed to 
be opened - 

(a) adequate provision has been made for handling of passenger traffic; 

(b) arrangements have been made for easy access by road; and 

(c) adequate fire-protection and disaster management measures have been taken along with arrangements for safe 
evacuation of passengers. 

13. Inspection of bridges or viaducts. - 

The Commissioner shall satisfy himself that the bridges or viaducts and other elevated structures on the metro 
railway proposed to be opened for public carriage of passengers are so designed and constructed to confirm to the loading 
standards as specified in Bangalore Metro Railway Bridge Manual and that the stress limits are not exceeded. 

14. Procedure for inspection of bridges or viaducts.- 

(1) For the purpose of rule 13, the Commissioner shall examine at least one bridge or viaduct of each different 
pattern or type, as the case may be, and satisfy himself about the adequacy with reference to the safety of 

(a) the general design of the bridge or viaduct; 

(b) designs of different parts or portions of the bridge or viaduct; 

(c) the construction and erection of the whole structure of the bridge or viaduct; 

(d) steel/girder/concrete/composite spans and their bedding at all supports; and 

(e) type and design of the pre-stressed concrete bridges or viaducts including their bearings. 

(2) If the Commissioner considers it necessary, in addition to the certificate of a bridge engineer employed for the 
purpose, he may call for load deflection test as specified in Form XVII and other tests under the loads for which the bridge 
is designed. 

(3) If the Commissioner is satisfied that the girders have been properly designed for the work they are intended to 
perform, then the open-web and plate-girders shall not require to be tested. 

(4) The Commissioner may test any number of span and may test a span any number of times and at any speed as 
he considers desirable up to the maximum permissible speed of the -section. 

15. Inspection of electrical installations.- 

(1) The Commissioner shall inspect the following for electrical installations on the metro railway proposed to be 
opened for the public carriage of passengers, keeping in view the essentiality of services and safety of passengers, namely: 
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(a) protection systems of sub-stations; 

(b) earthling and bonding of installations; 

(c) electro magnetic interferences to ensure that these are within limits; and 

(d) essential services to ensure that these would run in case of major break downs; 

(e) (i) electrical clearances; 

(ii) caution and danger notice boards for public; 

(iii) assurance registers signed by various metro railway staff of their knowledge of working in electrified 
area; 

(iv) maintenance facilities and manpower; and 

(v) fire fighting measures; 

(f) any other item, as he may consider fit for the safety of passengers. 

16. Inspection of rolling stock.- 

The Commissioner shall inspect the following items of the rolling stock proposed to be used on the metro railway 
keeping in view the safety of travelling public on metro railway system proposed to be opened, namely: 

(a) important systems like traction, braking, etc.; 

(b) safety items like deadman handle, door operations, etc.; 

(c) facilities for evacuation of passengers in case of emergencies; 

(d) system of operation; 

(e) fire prevention measures; and 

(f) any other item, as he may consider fit for safety of passengers. 

17. Inspection of signalling and telecom facilities. -The Commissioner shall inspect the following items of the 
signalling and telecom facilities keeping in view the safety of travelling public, proposed to be used on metro railway 
system proposed to be opened, namely: - 

(a) fail-safe features of the signalling system; 

(b) communication between Train Operator and passengers; and 

(c) any other item, as he may consider fit for the safety of the passengers. 

18. Inspection of facilities for relief of passengers in emergencies.- The Commissioner shall check the following 

facilities for relief of passengers in case of emergency, namely:- 

(i) in-house facilities and preparedness to combat emergencies; 

(ii) communication and arrangements with outside relief agencies; 

(iii) any other item, as he may consider fit for safety for passengers; and 

(iv) competency of metro railway official connected with train working. 

CHAPTER V 

THE INSPECTION REPORT 

19. Contents of report.- 

(1) The report shall specify that- 

(a) he has made a careful inspection of the metro railway and the rolling stock that may be used thereon; 

(b) the moving and fixed dimensions as laid down have not been infringed; 

(c) the track structure, strength of bridges/viaducts, tunnels, general structural character of the civil works, 
signalling and train control system, telecommunication, traction installations and the size of, and maximum 
gross load upon the axles of any rolling stock, comply with the requirements laid down; and 

(d) in his opinion, the metro railway can be opened for the public carriage of passengers without any danger to the 
public using it. 

(2) The report shall be clear and concise and shall deal with all matters which are required to be considered, 
particularly whether the metro railway line is designed for the specified loading and the instances of deviation or 
infringement of moving and fixed dimensions. 

20. Documents accompanying inspection report. -The report shall be accompanied by the following documents, 
namely: 
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(a) Index plan and section of the metro railway; 

(b) Results of the bridge test, when asked for by the Commissioner; 

(c) Documents required for initiation of electric traction; 

(d) Tabulated details in Forms I to XIV; 

(e) Certificate by the Chief Executive Officer in Form XV; and 

(f) List of infringements of moving and fixed dimensions in Form XVI. 

21. Submission of report to State Government.- In respect of every reference made to him under sub-rule (2) of 
rule 3, the Commissioner shall submit his report to the State Government. 

CHAPTER VI 

SANCTION TO OPEN METRO RAIL FOR PUBLIC CARRIAGE OF PASSENGERS 

22. Sanction to open metro railway. - 

(1) The State Government may, after considering the report submitted under rule 21 by the Commissioner, sanction 
the opening of the Bangalore metro railway or a portion thereof as the case may be, under section 14 of the Act as such or 
subject to such conditions as may be considered by it for the safety of the public. 

(2) The Chief Executive Officer shall publish the date of opening of Bangalore metro railway or a portion thereof for 
public carriage of passengers in the local newspapers in English, Hindi and Kannada languages. 

23. Opening of a metro rail by the Commissioner.- 

(1) The Commissioner may also sanction the opening of Bangalore metro railway for public carriage of passengers, 
subject to such conditions as he may impose in the interest of the passengers. While giving sanction to the opening of 
metro railway, he will, however, forward his inspection report to the State Government. 

(2) On receipt of the inspection report of the Commissioner, the State Government may confirm, modify or cancel the 
sanction given under sub rule (1) subject to such conditions, alterations or relaxation as may be considered necessary. 


CHAPTER VII 

INTRODUCTION OF NEW TYPE OF ROLLING STOCK 

24. Use of new type of rolling stock.- 

(1) The metro railway administration when it desires to use new type of rolling stock different from those already 
running on a section of the metro railway, shall apply for sanction for the same to the State Government through the 
Commissioner. 

(2) Any modification in the design of car which alters the system of operation and control on the rolling stock like 
change in the braking system, or change in the principle of traction, shall be considered as a material modification and 
shall constitute a change in the type and design of the rolling stock. 

(3) Any modification in the car or rolling stock affecting the salient dimensions or suspension system or running 
gears and any other modification which affect the riding quality of the rolling stock, shall also constitute a change in the 
type and design of the rolling stock. 

(4) For new designs of rolling stock, oscillation and or other trials are required to be conducted as per the procedure 
specified by State Government from time to time to determine safe speed potential and stability of rolling stock. This 
provision shall apply for increasing the speed of existing rolling stock by making improvements. 

(5) The application under sub-rule (1) shall be accompanied by- 

fa) such diagrams as necessary to give full particulars of the axle loads, wheel spacing, length over buffers/couplers 
and other principal dimensions of the rolling stock as specified in Form VI for which sanction is required; 

(b) such calculations and stress sheets showing - 

(i) the external forces on which the stress calculations are based; 


(ii) the stresses which will be produced in the various bridges/ viaducts on which the proposed rolling 
stock will run; 
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(111) the effects which the said rolling stock will have on various structures and track as compared with 
those caused by the rolling stock already In use, or allowed by the existing orders; and 

(iv) the conclusions arrived at: 

(c) the calculations, stress sheets must show, as to what allowance has been made for any secondary or deformatlve 
stresses in addition to the primary stresses caused by the external forces and what relief of stress, If any, has 
been Included. The Commissioner may ask for necessary tests to be carried out on bridges as referred to In sub¬ 
rule (2) of rule 14; 

(d) the modification, if any, necessary to signaling and telecommunication Installation to ensure electromagnetic 
compatibility/ electromagnetic Interference compatibility with rolling stock and a certificate that the same have 
been carried out; 

(e) actual test report of electromagnetic compatibility/ electromagnetic Interference measurements with rolling stock 
and a confirmation that the results are within specified limits and standards; 

(f) report of checks on rolling stock to ensure that it withstands the electromagnetic interference from external 
sources; 

(g) speed certificate based on oscillation trial results; 

(h) a safety certificate jointly signed by the Chief Engineer, Chief Electrical Engineer, Chief Signalling and 
Telecommunication Engineer and Chief Operating Manager of the metro railway in the Form XVIII. 

(6) The proposal shall be scrutinized by the Commissioner and the recommendations thereon shall be submitted to 
the Central Government for its orders. 

(7) No new type of rolling stock which causes change in the electromagnetic compatibility/electromagnetic 
interference behaviour or stresses exceeding the design criteria specified and approved by the State Government for 
existing structures or excessive stresses in track shall be ordered unless sanction of the Central Government has been 
received through the Commissioner for doing so. 


CHAPTER VIII 

ALTERATIONS OR CHANGES IN THE EXISTING METRO RAIL 

25. Notice of alterations or changes.- 

(1) Where it is proposed on Bangalore metro railway or a portion thereof which had been opened after inspection, to 
construct any deviation lines, stations, or to make an addition, alteration or reconstruction materially affecting the 
character of any work and such work forms part of, or is directly connected with the working of the metro railway, the 
metro railway administration shall give notice to that effect to the Commissioner. 

(2) Before any such work, the execution of which may affect the running of trains carrying passengers is taken in 
hand, the metro railway administration shall furnish to the Commissioner for his approval drawings or particulars of work 
and any temporary arrangements necessary for carrying it out. 

26. Opening of new or strengthening bridges or viaducts.- 

(1) No bridge or viaduct shall be reopened to traffic, after strengthening without the approval of the Commissioner 
even though it is able to carry the load without exceeding the maximum permissible stresses as specified in the relevant 
India Codes/International Codes. 

(2) No load shall be imposed on Bangalore metro railway bridge or viaduct which would cause in any member 
thereof stress greater than those specified in sub-rule (1) without the sanction of the Commissioner. 

(3) Closure of an existing bridge shall require the sanction of the Commissioner. 

27. Use of new type of signalling equipment.- 

(1) The metro railway administration, when it desires to use a new type of signalling equipment which is not of 
approved type, shall apply for sanction to the Commissioner. 

(2) The application under sub-rule (1) shall be accompanied by- 

fa) a list of the requirements which the equipment fulfils together with the results of the tests conducted: 

(b) a certificate from the Chief Signal and Telecommunication Engineer in the Form XIX; 

(c) a statement giving details of the tests, trials and verification conducted by suppliers, metro railway, etc., on the 
performance of the equipment; 

(d) safety assessment report from an independent safety assessor, where applicable; 
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(e) certificate, if any, from other metro railway where equipment is in use for passenger carrying services; 

(f) the relevant system details as may be necessary to give full particulars of the principle of operations and safety 
features incorporated; and 

(g) a copy of the instructions jointly approved by Chief Operations Manager and Chief Signal and 
Telecommunication Engineer, to be issued for operation of the equipment by the Operating Staff, including those 
instructions for working under abnormal or failure conditions. 

28. Alterations or changes in electric traction equipment and use of new traction equipment.- 

(1) The metro railway administration when it desires to use new type of electric traction system which is not of 
approved type or alter or make changes in electric traction equipment when it materially affects its design characteristics 
and is directly connected with the train operation, such metro railway administration shall apply for new type of traction 
system, such alteration or change in electric traction equipment to the Commissioner. 

(2) The application under sub-rule (I) shall be accompanied by- 
fa) a list of requirements which the equipment fulfils; 

(b) a statement whether the equipment complies with the relevant Indian specifications or International 
specifications; 

(c) a statement giving detail of the tests, trials and verification conducted by suppliers, metro railway, etc., on the 
performance of the equipment; 

(d) certificate, if any from other metro railway where equipment is in use for passenger carrying services; and 

(e) the relevant system details as may be necessary to give full particulars of the principle of operation and safety 
features incorporated. 

CHAPTER IX 

SIGNALLING/TRAIN CONTROL AND TELE COMMUNICATION INSTALLATIONS 

29. Signals. - 

(1) The signals to be provided for controlling the movements of trains on Bangalore metro railway shall be,- 

(a) Cab Signals; 

(b) Fixed Signals (where provided) and 

(c) Hand signals 

(2) The signalling and train control systems shall permit different modes of train operation depending upon its 
design, namely:- 

(a) automatic train operation (where provided) (ATO); 

(b) Automatic train protection manual mode (ATP). 

(c) run on sight (ROS); 

(d) restricted manual (RM): 

(e) cut-out. 

(3) Under special circumstances and during initial stages, train services on Bangalore metro railway may be run 
with the concurrence of the Commissioner, and the approval of the Chief Executive Officer, by any of the following system 
of working, namely: 

(a) automatic block system; 

(b) absolute block system: 

Provided that the Chief Executive Officer will give approval only after obtaining the necessary sanction therefore 
from the Commissioner. 

(4) The requirements of the various modes of train operations given above shall be in accordance with provisions laid 
down in Bangalore Metro Railway General Rules, 2010. 

(5) The Signalling and train control systems provided on the section shall be optimum for the planned level of safety 
and requirement of traffic. 

(6) The design of signalling and train control system shall be such as to enable the driver to easily distinguish 
between various modes of train operation. 
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(7) The locations of trains running on the section and aspects of the signals where provided and in use shall be 
displayed in the operations control center and station control rooms. 

(8) The cab signal and fixed signals where provided but not in use will have specific indication to that effect. 

(9) The standard of safety of signalling and train control system provided shall generally be in accordance with the 
recommendations of the European Committee for Electromechanical Standardisation or its equivalent national 
standards/international standards. 

30. Points. - 

(1) All points on passenger lines shall be power operated. 

(2) The point operating mechanism on passenger lines shall be of nontrailable designs. 

(3) Spring points shall not be used. 

(4) Movable crossings and movable diamond crossings on passenger lines shall be provided with complete facing 
point equipment of approved type. 

(5) The requirements of points as stipulated in Bangalore Metro Signal Engineering Manual shall be followed. 

3 1. Interlocking. - 

(1) The operation of signalling gears shall be from a panel or VDU/key board or any other approved means enabling 
operation of routes and also individual operation of points and signals. 

(2) The apparatus provided for operation of points and signals shall be interlocked for all passenger running lines. 

(3) The standard and requirements of interlocking shall be as per Bangalore Metro Signal Engineering Manual. 

32. Track circuits.- (1) All passenger running lines shall be equipped with means of continuing detection like track 
circuit etc., to detect the presence or absence of a vehicle. 

33. Sidings. -Sidings shall be arranged in such a manner that shunting operations upon them shall involve the least 
possible use of or obstruction to. running lines. 

34. Provision of isolation at stations.- 

(1) All passenger lines shall be isolated from all sidings connected thereto. 

(2) Isolation may be accomplished by - 

(a) connection to a long line or siding; or 

(b) provision of a short dead end siding: or 

(c) provision of trap: or 

(d) any other authorised means. 

JVote.-When a trap is provided, the trap switch should be located with the heel of the switch in rear of the fouling mark 
and preferably on the straight. The switch should be in the rail away from the line to be protected. 

35. Emergency communication.- Necessary means of communication like mobile radio communication shall be 
provided to enable the drivers to contact operation control centre and station control room in case of emergency. 

36. General.- Necessary measures like protective devices or design features shall be adopted to safeguard the 
signaling/ train control and tele-communication installations against the harmful effect of electromagnetic inference, stray 
currents and earth leakage current, etc., from 750 V DC third rail traction system as adopted on the section. 

CHAPTER X 

DESIGN AND INSPECTION OF EQUIPMENT FOR ELECTRIC TRACTION 

37. Design of electric installations.- 

(1) The design of all electric installations, namely transmission and distribution cables, sub-stations, and third rail 
dc traction system etc., shall be according to International Standards or approved standards laid down by the Central 
Government and the Indian Electricity Rules, 1956, or any other law for the time being in force and wherever any 
departure from accepted norms becomes necessary, approval of the Central Government shall be obtained. 
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(2) Adequate protective arrangement shall be made to ensure that the public cannot come In contact with the 
electric equipment on line within the metro railway premises. 

(3) Suitable protective screens/shrouds shall be provided where live conductor rails pass under or over bridges. 

(4) When the distribution system involves third rail carried on pedestals and return circuit via running rails or 
earth, all such structures, and associated tracks shall be effectively earthed and bonded or other precautions taken to 
ensure that. Contact with any part of the structure will not be dangerous to the public and the metro railway staff. In 
traction, bonding and earthing shall be as per the approved code for bonding and earthing in respective areas. In case of 
elevated concrete structures continuous earth bonding shall be provided by earthing the reinforcement of structures. 

(5) Earthing arrangements at power supply installations shall strictly confirm to the International Standards or 
Indian Electricity Rules, 1956 and accepted codes of practices for bonding and earthing for traction. Adequate stray 
current control/protection system shall be provided under DC traction systems to avoid corrosion to steel reinforcement 
and other metallic parts of the tunnels and nearby structures. All precautions shall be taken to avoid electro-magnetic 
effect in the environment as per relevant standards. 

(6) The earthing system for DC traction shall conform to requirements of IS-3043 and EN-50122 Part-I and the 
maximum rail potential during permanent condition shall not exceed 120 V for main lines and 60 V for depot area in 
accordance with EN-50122 Part-I. 

(7) No earth wire shall cross any track and where structures to be connected to an earth-wire are located on 
opposite sides of a track, separate wire runs shall be used for connecting the structures. In complicated areas, structures 
may be connected to individual earthing stations. 

(8) The Chief Electrical Engineer of Bangalore Metro Rail Corporation functions as the Electrical Inspector to the 
Government of India for Bangalore Metro Rail Corporation jobs. 

(9) Lightning arrestors of standard or approved types shall be provided wherever they are necessary. 

(10) All component parts of the equipment which carry live conductors shall be provided with devices approved by the 
Electrical Inspector to the Government of India to prevent unauthorised persons climbing them. Anti-climbing devices 
shall also be provided, wherever necessary, on structures carrying high tension equipment within metro railway premises. 

(11) On both sides of the roads at road-under-bridges, height gauges of suitable design shall be provided to ensure 
that no part of any road vehicle or its load shall come in contact with the road-under-bridge girders. 

(12) Warning notices shall be erected in conspicuous positions indicating the existence of live electrical equipment. 

38 . Display of caution boards and notices. - 

The following caution boards and notices of standard sizes written in Kannada. English and Hindi shall be 
displayed at the various locations indicated below: 

(a) Treatment for Electric Shock boards giving instructions for treatment of electric shock at all railway stations 
control rooms. Metro train depots, receiving sub-stations, traction sub-stations, auxiliary sub-stations, offices of 
maintenance engineers for works, signals, overhead electrical equipment and cabs or moving vehicles, etc; 

(b) General “caution notices” regarding danger of high voltage traction rails for public at various entrances to metro 
railway stations and for staff at prominent places; 

(c) ''Warning” boards for high tension equipment on the sections; 

(d) Boards for “switching on” and "switching off’ of power on the sections; 

(e) “Danger” boards and restricted clearance boards at identified locations; 

(f) Power Block limit boards: 

39. Approval for energization of high tension lines.- 

(1) Application shall be submitted at least a fortnight before energization of high tension lines or third line conductor 
to the Electrical Inspector of the Government for Bangalore Metro Rail Corporation for the following, namely: - 

(a) formal approval, if not already received to the design and layout of all high voltage equipment including receiving 
substations, 66kv transmission cables, 33 KV power distribution feeders, 750 V DC feeders, traction sub 
stations, auxiliary substations etc.; 

(b) approval for energization of high tension installations mentioned above; 

(c) the application should be accompanied by relevant documents. 
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(2) On receipt of an application under sub-rule (1), the Electrical Inspector shall scrutinize and inspect the design 
and installations in respect of the following, namely: - 

(a) the layout and design for receiving sub-stations, traction substations, auxiliary sub-stations, third rail conductor 
system and other installations for compliance with the Electricity Act, 2003, the rules made there under and the 
relevant Indian standards or International standards; and 

(b) inspection of completed installations, either personally or by deputing his officers for compliance with the safety 
requirements. 

(3) After conducting the inspection under sub-rule (2), the Electrical Inspector shall convey his approval for the 
energization of 66/33 KV high tension equipment or 750 V DC conductor rail, at receiving sub-stations, traction sub¬ 
stations, auxiliary sub-stations, track cabins and subject to such conditions as he may consider necessary. 

40 . Procedure for energization of traction installations. - 

(1) (a) After obtaining the sanction of the Electrical Inspector to the Government of India for energization under rule 
39, the sub-stations should be commissioned sufficiently in advance for the energization of 750 v dc conductor 
rail system. 

(b) Before energization of the sub-stations, full communication facilities should be available and power supply 
authorities should be ready to give power supply; 

(c) On the date on which energisation of 750 v dc conductor rail system takes place, necessary clearance certificate 
should be obtained from the Electrical Construction Officers and others who had been hitherto working in the 
sub-station premises and on the section to the effect that their staff had been withdrawn and the sub-station 
including the section could be energized; 

(d) After final measuring of the whole installation and check on the satisfactory operation of all equipment including 
protective relays, the traction sub-stations and other installations may be energized; 

(e) Energization of electrical equipment and current collection system shall be progressively undertaken starting 
with 66/33 KV equipments at the receiving sub-station, 33 kv feeders from the receiving sub-stations to the 
traction substations and auxiliary sub-stations, and 750 V dc feeders from the traction sub-station to the 
conductor rail system followed by one subsector after another; and 

(f) Before running electric rolling stock, a confirmatory field test by the proper operation of the protective relays 
shall be conducted. 

(2) In addition to giving wide publicity through newspapers and other media, the Station Manager shall warn all 
passengers about the danger of 750 V DC conductor rail and third rail equipment on the section and not allow them to 
walk on the section. 

(3) All relevant documents and certificates as mentioned in, and notifications issued under the Act,, along with the 
approval of Electrical Inspector for energisation shall form a part of complete documents to the Commissioner while 
making reference to the Commissioner under sub-rule (2) of rule 3 for opening of the metro railway for public carriage of 
passengers. 

(4) (a) The inspection of the entire section shall be carried out by means of motor trolly Inspection Car by the 
Commissioner. 

(b) An officer of Electrical Department (minimum senior administrative grade) nominated by the Chief Executive 
Officer should accompany the Commissioner throughout the inspection. 

(c) The engineer-incharge of the section during the construction should also be present. 

(d) During inspection, particular attention shall be paid to. the safety and operational aspects of the train 
movements and to see that staff are in possession of statutory rule books, instruction books, registers, forms, etc. and the 
Transportation, Electrical, Permanent Way and Signalling and Telecommunication staff are fully acquainted with the 
duties to be carried out after electric traction is introduced. 

(5) The signaling/train control and telecommunication requirements in electrified sections shall be in accordance 
with the relevant standards. 

(6) Subject to inspection being satisfactory, an 'all concerned message' may be issued by the Commissioner, 
communicating his authorisation for the introduction of commercial services under electric traction. 

Notes.- A catechism dealing with the requirement of signal and telecommunication installations for 750 V DC electrified 
section are enclosed as Appendix A to these rules. 

SCHEDULE 
[See rule 5 (2) (a)] 

INDEX PLAN AND SECTION SHEETS 

1. A set of plans and sections for Bangalore Metro Railway Project should consist of - 

(i) Index Plan and sections; 

(ii) Detailed Plans and sections; 

(iii) Plans of Station yards; and 

(iv) Detailed drawings of structures. 
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2. The index plan and section should be drawn to a scale of 0.5 km to a cm horizontal and 10 metres to a cm 
vertical, the plan being drawn above the section on the same sheet. 

3. The index plan should be traced from topographic survey sheets. The centre line of the proposed metro line 
should be indicated by a full red line with position of each station by a red block and name of the station also in red. The 
radius and degree of all curves should be figured. 

4. The index section should show the formation level/deck level of elevated structures by a red line; the gradients 
should be figured and the height of the formation/deck level above mean sea level entered at each change of the gradient. 
The position, of each station with its name and distance from the fixed point, position and size of the bridge/viaduct spans 
should be indicated. 

5. Throughout each set of plans and sections, the kilometrage shall be reckoned from the same "fixed point" and 
datum should be mean sea level. Each sheet should be plotted in the direction of the through kilometrage so that the 
kilometrage may be read from left to right. 

6. On each sheet should be noted the name, i.e.. Bangalore Metro Railway, gauge and scale along with direction of 
the magnetic North. 

7. The index plan and section and the (first and the last sheets of) the set of detailed plans and sections should be 
signed by the engineer in charge. 

8. Plans of station yards having yard lines other than Up/Down lines only may be submitted. 

9. Drawing of structures to be submitted should be the completion/as built drawings. 

Form -1 

[ See rule 5 (1) (a) ] 

CURVE ABSTRACT 


Section: 


Bangalore Metro Railway 


Length: 


Gauge: 1435 mm 


Degree of curvature 
and radius 

Number of each 

Length in kms of 

Primary curve 




Total 


Ratio of curved length to total length of line. 

Form - II 

[ See rule 5 (1) (b) ] 

GRADIENT ABSTRACT 


Section: Bangalore Metro Railway 

Length: Gauge: 1435 mm 

Up and Dn line 


Gradient (compensated) 

Number of each 

Length in km 

Percentage to total length of 

line 





Total 


Longest continuous length of steepest Gradient: 

Followed by a gradient of.. 

for a length of.km 
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Form - III 

[ See rule 5 (1) (c) ] 

BRIDGE ABSTRACT 


Section: Bangalore Metro Railway 

Length: Gauge: 1435 mm 

Type of 
Bridge 

Clear span in 
metres 

Total no. of 

spans 

Waterway in 
lineal metres 

Loading standard for which 
designed 









Form - IV 

[ See rule 5 (1) (d) ] 

VIADUCT ABSTRACT 


Section: Bangalore Metro Railway 

Length: Gauge: 1435 mm 

Type of 
Viaduct 

Clear span in 
metres 

Total no. of 

spans 

Opening in lineal 
metres 

Loading standard for which 
designed 









Form - V 

[ See rule 5 (1) (e) ] 

IMPORTANT BRIDGES ABSTRACT 


Section: Bangalore Metro Railway 

Length: Gauge: 1435 mm 

Type of 
Bridge 

Clear span in 
metres 

Total no. of 

spans 

Waterway in 
lineal metres 

Loading standard for which 
designed 

Remarks 
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FORM VI 

[See rule 5 (1) (f) ] 

BALLAST AND PERMANENT WAY ABSTRACT 

Section: Bangalore Metro Railway 

Length: Gauge: 1435 mm 

1. The permanent way consists of UIC 60 Kg, head hardened new rails of make., 18 metres long, 

continuously welded laid on prestressed monoblock concrete sleepers/Ballastless slab track. The track at grade on main 
line on viaduct and in tunnels is laid on plinth type ballastless track with rails supported on base plate at a spacing of 

_mm centre to centre with Vossloh Fastening System. The remaining track at grade on mainline is laid with rails as 

above with vossloh fastening system. The track in yard and depot is laid with minimum cushion of 250 mm stone ballast 
of 50mm size under the sleepers on well compacted formation with blanketing layer. 

2. All the turnouts to be negotiated are 1 in 9 and 1 in 7 with thick web curved switches, canted with CMS crossings, 
weldable type. Certified that tested and approved new Permanent way Materials have been used in this section and they 
comply with the accepted specifications. 

IVote.-(a) A brief description to be given of the rails, fastenings, sleepers and ballast provided. Details of dimensions of 
rails, fittings etc., should not be given in the case of standard section. 

(b) In the case of new rails and fish plates manufactured in India, the name of producer should be given. If they are 
imported, the name of the country of origin should be indicated. 

(c) A certificate should be submitted by the Chief Engineer that the materials are of tested and approved quality and 
comply with the accepted specifications. 


Form - VII 

[ See rule 5 (1) (g) ] 

STATION AND STATION SITES 


Section: Bangalore Metro Railway 

Length: Gauge: 1435 mm 


Name of station 

Kilometrage from fixed 
point 

Inter station distance 

Remarks 






Form - VIII 

[ See rule 5 (1) (h) ] 

BRIEF PARTICULARS OF ROLLING STOCK 

Section: Bangalore Metro Railway 

Length: Gauge: 1435 mm 


Sl.No 

Description 

Details 

Remarks 

(1) 

(2) 

(3) 

(4) 

1. 

Rolling stock features 

(a) Composition 
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(b) Train Control System 

(c) Maxi m Design Speed 

(d) Maxi m Operational Speed 

(e) Jerk rate 

(f) Maximum Tractive Effort 



2. 

Physical Dimensions 

(a) Car Weight 

(b) Length over Body 

(c) Maximum Width over Body 

(d) Height of Floor from TOR 

(e) Total Height 



3. 

Bogie Details 

(a) Bogie Wheel base 

(b) Distance between Bogie Centres 

(c) Wheel Diameter 

(d) Type of Suspension 



4. 

Braking Details 

(a) Type of Braking System 

(b) Maximum Braking effort 

(c) Service braking effort* 

From maximum operational speed 
to stand still, for fully loaded train 
on level tangent track. 

(d) Parking Brake 



5. 

Electro Magnetic effect on Environment 

(a) Electro Magnetic Interference 



6. 

Safety Features 

(a) Communication between Operator and 
passengers 

(b) Provision of Dead Man Handle 

(c) Communication between operator and 
Central Control and Station Control. 

(d) Fire prevention, detection and 
suppression system 

(e) Other Safety Features 




Certified that the design has been checked for being within the Kinematic Envelope (KE) under all conditions. 
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Section: 

Length: 


Form - IX 

[ See rule 5 (1) (i) ] 

BRIEF PARTICULARS OF TRACTION INSTALLATIONS 

Bangalore Metro Railway 
Gauge: 1435 mm 



750 V DC Traction System. 

1. 

Salient Features of the Design specially covering following aspects:- 



(a) 

Current carrying capacity of the system. 



(b) 

Boundaries like wind speed, Tension, Temperature range. 



(c) 

Speed Potential. 



(d) 

Protection arrangements. 



(e) 

Power supply system from GSS to Receiving sub-stations (RSS). 



(0 

Power distribution system from Receiving Sub-stations to Traction 



Sub-stations(TSS) 



(g) 

DC Power Feed from TSS to conductor rail. 



(h) 

Power distribution system from RSS to Auxiliary Sub-stations (ASS). 



(i) 

Traction Scada System. 



0) 

Earthing and Bonding System. 


2. 

Certificate that all warning boards and notices as per statutory requirements have 
at specified locations. 

been provided 


Form - X 

[ See rule 5 (1) (1) 1 

ELECTRICAL CROSSING OVER METRO RAILWAY TRACKS ABSTRACT 

Section: Bangalore Metro Railway 

Length: Gauge: 1435 mm 


S.no 

Location 

Brief technical 
particulars 
including voltage 

Whether with 
guards or w/o 
guards 

Owned by 

Whether clearance as per 
the regulations for 
electrical Wings available 

Remarks 









Section: 

Length: 


Form - XI 

[ See rule 5 (1) (m) ] 

TRACTION MAINTENANCE DEPOT ABSTRACT 


Bangalore Metro Railway 
Gauge: 1435 mm 


SI. No. 

Location 

Name of nearest metro station 

Remarks 
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FORM XII 

[See rule 5 (1) (n)[ 

VENTILATION, SMOKE MANAGEMENT AND FIRE SAFETY MEASURES IN TUNNELS AND STATIONS 

Section: Bangalore Metro Railway 

Length: Gauge: 1435 mm 

1. Salient features of the design specially covering following aspects: 

(a) Emergency ventilation and smoke management system in tunnels and stations; 

(b) Emergency Evacuation procedure from tunnels or stations; 

(c) Fire detection/suppression system in tunnels or stations; 

(d) Fire alarm and public address system in emergencies; 

(e) Emergency lighting and power supply; and 

(f) Access routes for lire fighting personnel. 

2. Certified that all test certificates from equipment suppliers and commissioning authorities are in order and 
clearances from statutory authorities have been obtained. 

3. Certified that arrangements have been made to attend to any emergency arising out of Fire or Smoke within the 
station, train or tunnel. 


FORM XIII 

[See rule 5 (1) (0)] 

BRIEF PARTICULARS OF SIGNALLING/TRAIN CONTROL AND TELECOMMUNICATION SYSTEM 

Section; Bangalore Metro Railway 

Length: ... kms Gauge: 1435 mm 

Signalling/Train Control System. 

1. Continuous Automatic Train Control system has been provided on_section for movements of trains between 

stations and between the depot and running lines. 

2. The Continuous Automatic Train Control system works on the principle of target speed with cab signals by means 
of continuous transmission from track to train through coded Audio Frequency Track Circuit, ensuring safe movement of 
trains by continuously generating a safe operating envelope defined by the Limit of Movement Authority and the Maximum 
Safe Speed 

3. The Continuous Automatic Train Control system provides the following modes of train operation: 

(i) Automatic Train Operation (ATO) 

(ii) Automatic Train Protection. Manual mode (ATP) 

(iii) Run on Sight (ROS) 

(iv) Restricted Manual (RM) 

(v) Manual Cut-out (Bye pass) 

4. Train operation on main lines is controlled from Operation Control Centre which normally operates under 
Automatic Train Control system with routes being set and trains interval regulated by computer control. Facility for 
manual setting of routes and individual operation of point if required has also been provided. Automatic Train supervision 
system at Operations Control Centre monitors and controls and regulates train operations. 

5. A Local Control by means of video display unit work station has been provided in the station control room to enable 
the Traffic Controller to hand over control of the signals at specific station if required. 


6 . 


stations on the section have been provided with Computer based Interlocking system. 
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Tele-communication System 

1. A Digital Mobile Train Radio Communication System based on Terrestrial Trunked Radio specifications has been 
provided on the section to provide radio communication between traffic controller, depot controller and the train operator. 

2. A telephone system interconnecting stations, OCC and depots has been provided. 


FORM XIV 

[See rule 5 (3)] 

CERTIFICATE 


I do hereby certify- 

(a) that the moving and fixed dimensions for Bangalore metro railway have in every case have been worked to. Also 
that these dimensions will be observed in future and that no work or structure infringing the dimensions will hereafter be 
permitted without the sanction of the Central Government. 

(b) that each bridge or viaduct confirms to the approved standard of loading without exceeding the maximum 
permissible stress on the available material of any member or portion of the structure. 

(c) that every coaching vehicle constructed or procured for the use of the metro railway has been provided with 
electro-pneumatic/regenerative/air brake and effective means of communication between passengers and the Train 
Operator. 

(d) that the metro railway shall be worked as per the system specified in the Bangalore Metro Railway General Rules, 
2010 . 

(e) that the 750 v dc electric traction equipment can be used for the public carriage of passengers without danger to 
the public and that the Rules for the Design and Inspection of Equipment for Electric Traction as per Chapter X of the 
Rules for Opening of Bangalore Metro Rail for Public Carriage of Passengers, 2010 have been complied with. 

(f) that the signalling and telecommunication equipment have been installed in accordance with the approved 
instructions and they are safe for passing traffic. 

(g) that adequate facilities for passengers with disability have been made available at the stations and in the trains. 

(h) that.has been delegated to accompany the Commissioner for metro railway safety on his inspection and all 

information supplied or engagements entered into by him shall bear my authority. 

Signature with seal of Chief Executive Officer, 

Bangalore Metro Rail Corporation 


FORM XV 

[See rule 5 (4)] 

INFRINGEMENTS OF MOVING AND FIXED DIMENSIONS 

Section 
Length: 


Bangalore Metro Railway 
Gauge: 1435 mm 


S.no 

Location 

Name of 
structure 
which 
infringes 

Prescribed 
dimensions 
with chapter 
and item No. 

Existing 

actual 

dimensi¬ 

on 

Amount of 
infringe¬ 
ment 

Reasons 

for 

infringe¬ 

ment 

Authority 
under which 
infringe¬ 
ment 
permitted 

Restrictions/ 
precautions to 
be adopted 
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FORM XVI 

[See rule 14 (2)] 

DEFLECTION TEST OF BRIDGES 

Section: 

Length: 

Date of Test: 

Description of Test Load: 

Bangalore Metro Railway 

Gauge: 1435 mm 

Bridge 

No. 

Kilo - 
Metreage 

Material 

Of 

Girdes 

Clear 

Span 

between 

Bearing 

plates 

Overall 

Depth 

Of 

Girders 

Speed 

Of 

Train 

Test 

Load 

EUDL 

Defle 

ction 

In 

M.M. 

Design 

Load 

EUDL 

For 

B.M. 

Ratio of 
Design 
Load 
B.M.to 
Test 
Load 
B.M. 

Reduced 
Deflection 
Under 
Design 
Load 
(for slow 
Speed 
Tests) 

= (8x10) 

Theoretical 

(calculated) 

Deflection 

(approx) 

Under 

Designed 

load 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

(12) 














FORM XVII 

[See rule 24 (5) (h)[ 


CERTIFICATE 

Based on the reports of “oscillation" trials (Copy enclosed) It is certified that it is safe to run (particulars of EMU/rolling 
stock proposed to run) not exceeding units (in case of EMUs) coupled together on the section (station) to. (station) from 
(km) to (km) of the metro railway at a maximum speed of (Km/h) subject to the following speed restrictions and 
conditions. 

SPEED RESTRICTIONS 


S. No. 

From km 
to km 

Nature of 

Speed restriction 

Brief reason of restriction 






SPECIAL CONDITIONS 

To be signed by 

Chief Engineer Chief Electrical Engineer 

Chief Signal and Telecom Engineer Chief Operations Manager 


FORM XVIII 

[See rule 27 (2)(b)[ 

CERTIFICATE 

Certified that it is safe to use (particulars of the equipment) at the station/on the section of the metro rail with the 
following precautions: 

1 . 


2 . 
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3. .etc. 

Chief Signal and Telecommunication Engineer 

Note. - The application should be scrutinized by the Commissioner who, if satisfied, will communicate his sanction to the 
metro rail administration. In case he is not fully satisfied, he will give his comments and recommendations for suitable 
further action. 


APPENDIX A 

(See rule 41) 

CATECHISM FOR SIGNALLING AND INTERLOCKING 
INSTALLATIONS SIGNALLING AND TRAIN CONTROL 

Have the requirements and recommendations for signalling and train control systems vide Chapter IX of these rules and 

appendix thereto pertaining to Signalling and Train Control Systems installed on the section being complied with? 

SIGNAL 

1. Do the signals comply with the requirements as laid down in Bangalore Metro Rail General Rules, 2010. 

2. Have all the signal posts been placed on the left side of the track of the approaching train to which they refer? If 
otherwise, for what reason? 

3. Are all running signals controlling placed in such a position and at such a height above rail level so they can be 
clearly seen by the drivers in sufficient time and be readily distinguished by night or by day from subsidiary 
signals? 

4. In case of slotted or controlled signals, can the signals be freely returned to danger by either of the controlling 
agencies? 

5. Are signals not commissioned have their aspects covered and the cover displaying two crossed white bars on a 
black background, the bars not being less than 30 cms x 10 cms? 

POINTS 

1. Are the locking of facing points such that the points cannot be or become unlocked while a train is passing over 
them, i.e., electrically controlled by track circuits or alternative devices? 

2. Are detectors (intemal/extemal) fitted to all facing points and do they efficiently detect with switches the signals 
controlling the movement of train over them? 

3. Are switches adjusted to come tight against stock rails? Does the insertion of 5 mm obstruction piece between 
the switch and stock rails 150 mm from the toe of the switch prevent the points being locked and prevent the 
relevant signal being taken 'OFF', the giving of which is preceded by the locking of the points? 

STATION CONTROL ROOM 

1. Are all signals, points and track circuits electrically/electronically repeated on the Station Control Panel/Work 
Station as and where provided? 

2. Is the Station Controller provided with necessary means the stopping of train at his station? 

3. Have instructions for working been issued to all staff and included in Metro Railway Working Instructions and 
are they correct and efficient? 

TESTS IN STATION CONTROL ROOM 

It is essential that the interlocking of all signals with points must be so effected as to ensure the following 

conditions, which may be tested from Station Work Station. 

1. Is it possible to take off conflicting signals at the same time? 

2. Is it possible to take off a signal until: 

(a) all points on the running line including overlap are correctly set and the points locked where required? 
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(b) all points, giving access to the running line from sidings are set against the running line? 

OPERATION CONTROL CENTRE 

Are all signals, points and track circuits electrically / electronically repeated on the Operation Control or Work 
station as and where provided? 

CAB SIGNAL 

1. Are the various modes of train control clearly distinguishable on the Driver’s Human Machine Interface (HMI). 

2. Under Cab Signalling System of working, is Automatic Train Protection System able to bring the train to a stop 
before an obstruction? 


APPENDIX B 

(See rule 41) 

A. ADDITIONAL CATECHISM FOR SIGNALLING/TRAIN CONTROL AND 
TELECOMMUNICATION 

1. Have the requirements and recommendations for signaling/train control and telecommunication installation in 
accordance with the instructions issued for the installation of signaling/train control and telecommunication equipment 
in 750 V DC traction system as adopted on the section, been complied with ? 

If not, in what respect the arrangements provided fall short of them? 


STATEMENT OF DEVIATIONS - SIGNALLING/TRAIN CONTROL AND 
TELE COMMUNICATION SYSTEM 



Existing 

Paramaters 

Prescribed 

Parameters 

Deviation / 
Infringement 

Remarks 

Approval / 
Sanction 

Signal 

Points 

Track circuits 

Electric Signalling 
Equipment 

Batteries 

Earthing 

Mobile Train Radio 

Communications 

General Safety 







By order and in the name of Governor of Karnataka, 


KOUSALYA 

Under Secretary to Government 
Urban Development Department 
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srari - IV-A 
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do. noaea. 


Urban Development Secretariat 
NOTIFICATION 


No. UDD 120 PRJ 2010 (P-4), Bangalore, Dated: 8 th October, 2010 

The draft of the following rules which the Government of Karnataka proposes to make In exercise of powers 
conferred by Section 24 of Mysore Tramways Act, 1906 (Mysore Act, II) is hereby published as required under Sub Section 
(1) to (5) of Section 26 of Mysore Tramways Act, 1906. for the information of all persons likely to be affected thereby and 
notice is hereby given that the said draft will be taken into consideration after thirty days from the date of its publication 
in the Official Gazette. 


Any objection or suggestion which may be received by the State Government from any person in respect of a said 
draft before the expiry of the period specified above will be considered by the State Government. The objections and 
suggestions may be addressed to Principle Secretary to Government (Additional Chief Secretary as the case may be). 
Urban Development Department, Vikas Soudha, Bangalore 01. 

DRAFT RULES 

BANGALORE METRO RAIL (CARRIAGE AND TICKET) RULES 2010 

In exercise of the powers conferred by Section 24, of the Mysore Tramways Act, 1906, the State Government 
hereby makes the following rules, namely 

1. Short title and commencement.- 

1. These rules may be called the Bangalore Metro Railway Carriage and Ticket Rules, 2010. 

2. They shall come into force on the date of their publication in the Official Gazette. 

2 . Definitions.- 

In these rules, unless the context otherwise requires,- 

(a) "Authorized" means authorized by metro railway administration; 

3 . Carriage of goods or luggage. - 

No person shall, while travelling in metro railway, carry with him any goods other than a small baggage 
containing personal belongings not exceeding 60 cm x 45 cm x 25 cm in size and 15 kg. in weight, except with 
the prior approval of the metro railway administration. 

4 . Prohibition against carriage of dangerous and offensive goods.- 

(1) No person shall take or cause to be taken on the metro railway the following dangerous materials, namely:- 

(a) Explosive substances which possess risk of explosion or fire or both: 

(b) Gases compressed, liquefied or dissolved under pressure; 

(c) Petroleum and other inflammable liquids; 

(d) Inflammable solids; 

(e) Oxidizing substances; 

(f) Poisonous (toxic) substances; 

(g) Acids and other corrosives; 

(h) Radio active substances; 

(1) Weapons arms and ammunitions; and 

(j) Any other article declared as dangerous material by the metro railway administration 

(2) No person shall take or cause to be taken on the metro railway the following offensive 

(a) Blood, dried; 

(b) Corpses; 

(c) Carcasses of dead animals; 

(d) Bones excluding bleached and cleaned bones; 

(e) Manure of any kind; 

(f) Rags, including oily rags: 

(g) Any decayed animal or vegetable matter; 

(h) Human ashes; 

(i) Human skeleton; 

(j) Parts of human body; and 


from time to time, 
materials, namely:- 
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(k) Any other article declared as offensive material by the metro railway administration from time to time. 

(3) No person shall take or cause to be taken on the metro railway the following: 

(a) live animals and birds; 

(4) If any metro railway official has reason to believe that any person is carrying with him, in a container of any 
form, or otherwise, any dangerous or offensive material, he may cause such container to be opened by its carrier 
for the purposes of ascertaining its contents. 

(5) Any metro railway official may remove from the metro railway any person taking with him any dangerous or 
offensive material. 

5 . Notwithstanding anything contained in these rules, the members of the Armed Forces of the Union Government, 
State Police, the para-militaiy forces, the National Cadet Corps, and other uniformed forces of the Central 
Government, State Governments and Union Territoiy's Governments, while on metro railway in the course of 
their duty, shall carry the authorised weapons, arms and ammunition. 

6. Application of other Acts and Rules. - 

(l) Nothing in these rules shall be deemed to detract from the operation of:- 

(a) Explosive Act, 1884 (Act 4 of 1884); 

(b) Explosive Rules, 1983: 

(c) The Indian Arms Act, 1959 (Act 54 of 1959); or 

(d) The Indian Arms Rules, 1962. 

(2) Nothing in these rules shall prevent carrying of one piece of safety match box or a gas lighter on his person by a 
metro railway passenger. 

7 . Diseases declared to be infectious and contagious.- No person suffering from any infectious or contagious 
diseases including the followings shall travel by the metro railway, namely: 

(a) Cerebro-Spinal meningitis; 

(b) Chicken-pox; 

(c) Cholera; 

(d) Diphtheria; 

(e) Measles; 

(f) Mumps; 

(g) Scarlet fever; 

(h) Typhus fever: 

(i) Typhoid fever; and 

(j) Whooping cough: 

(k) Chickenguniya 

Provided that in the case of closed (non-infective) leprosy patient carrying a certificate from a Registered Medical 
Practitioner certifying him to be non-infective shall travel by the metro railway. 

8. Particulars of Ticket:- 

(l) Any person desirous of travelling on the metro railway shall, upon payment of fare, be issued with a ticket by the 
metro railway administration or an agent authorized in this behalf. 

(2) The ticket issued under sub-rule (1) shall be of two types, viz.: 

(I) Contactless Smart Card (CSC) for multiple journeys and 
(II) Contactless Smart Token (CST) for single journey 
(III) Group Paper Ticket issued for group journeys 

(3) Contactless Smart card 

Contactless Smart card will be of two types viz Metro CSC and Combo CSC. While Metro CSCs will have only 
Contactless chip for ticketing application, the Combo CSCs will have both Contactless chip and a Magstripe for 
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ticketing and Banking application respectively in one card. Both Metro CSC and Combo CSCs will have the same 
functionality as far as ticketing is concerned. Tickets issued as Contactless Smart Card will be of following types: 

(a) Stored Value Ticket 

(i) Stored value ticket is a Contactless Smart Card, with value encoded in the card and it shall be issued with a 
minimum stored value of Rs. 100. The maximum stored value in the card shall be Rs. 1100. 

(ii) After each journey, the stored value on the card shall get reduced by the amount fixed for the journey performed 
with the exception of Trip based cards that are valid for finite number of trips and period. It shall be possible to 
add value to the Contactless Smart Card on reaching a threshold value fixed by BMRCL. The add value to this 
card shall be in multiples of Rs. 50. 

(iii) Validity period of Contactless Smart Card shall be one year from the date of issue or the date of add value 
whichever is later. 

(b) Trip Ticket 

Trip Ticket shall be of two types viz: 

(i) Ticket permitting a set number of trips between two defined points 

(ii) Ticket permitting a set number of trips, valid for a defined period. 

(c) Tourist Ticket 

Tourist ticket shall be of two types viz 

i) Valid for limited period and for unlimited journeys 

ii) Valid for limited period and for fixed number of trips. 

(d) Integrated Metro - Bus ticket 

This is a common ticket valid for journeys on Metro as well as on local public transport buses. The type of ticket 
will be the same as defined in sub rule 3 (a), 3(b) and 3(c) for Metro journeys and will be human readable ticket for bus 
journeys. 

(4) 

(i) 

(ii) 

(5) 


By order and in the name of Governor of Karnataka, 

KOUSALYA 

Under Secretary to Government 
Urban Development Department 


Contactless Smart Token 

Contactless Smart Tokens shall be used for single journey only. The value of contactless Smart token shall be as 
per the fare as specified in the fare table published by the metro railway administration from time to time. Fare 
paid shall be encoded on the token and its validity shall be for one day. 

Contactless Smart Tokens shall be captured at the exit gate on completion of journey. 

Group Paper Ticket 

Group paper ticket is a single ticket issued in the form of paper slip for booking a large group of persons 
travelling together. The group is permitted to perform journey by manual verification of paper ticket. 
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